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FIRE DEPARTMENT 



Annual Report for the Year 1901, Embracing the Last Quarterly 

report for that year. 



Sir ~ In compliance with the requirements of section 1544 of the 
Greater New York Charter, I have the honor to transmit herewith the 
report of the operations and action of the Fire Department of The City 
of New York for 1901, embracing the quarter ending December 31 of 
that year. 



Headquarters Fire Department, City of New York 
Nos. 157 AND 159 East Sixty-seventh Street, 
Borough of Manhattan, July 15, 1902. 




Hon' Seth Low 



Mayor of The City of New York : 



Yours respectfully 



THOMAS 



STURGIS, 

Fire Commissioner. 
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ANNUAL REPORT FOR 1901. 



Financial Statement for the Year ending December 31, 1901. 



TiTLB OP Appsopsiatiom. 



Borough* 0/ Manhattan and Tht Bronx, 

HMdquarters' Pay-roll 

Bureau of Chittf of Department Pay-roll 

Engine and Hook and Ladder Companiet' Pay-roll.. . 

Bureau of Combustibles' Pny-roll 

Bureau of Fire Marshal Pay-rolL 

Fire Alarm Telegraph Branch Pay-roll 

Repair Shops' Pay-roll 

Hospital and Training Stables' Pay-roll • 

Buildings Superintendent Pay-roll 

Apparatus, Supplies, etc 

Total 

Borough of Richmond. 
Volunteer System 

Bcrough of Brooklyn, 

Headquarters' Pay-roll 

Bureau of Chief of Department Pay-roll 

Engine and Hook and Ladder Companies' Pay-roll... 

Bureau of Combustibles' Pay roll 

Bureau of Fire Marshal Pay-roll 

Fire Alarm Telegraph Branch Pay-roll 

Repair Shops' Pay-roll 

Hospital and Training Stable', Pay-roll 

Apparatus, Supplies, etc 

Total 

Borough of Queens. 
Volunteer System 



Appkopkiation 

FOR YfAK 1901. 


Total Amount 

VOUCHERS 

Certified to 
Comptroller 
TO Datf. 


tlAL^NCB OF 

Appropria- 
tion. 


$60,370 so 


160,231 43 


I13Q 08 








1,986,337 10 


1.986,217 46 


zio 04 


34,900 00 


24,200 00 




18,700 00 


x8,ss7 14 


14a 86 


57.239 50 


57,149 36 


90 14 


76,848 50 


• 76,834 74 


«3 76 


10,417 00 


10,351 '3 


65 87 


11,534 00 


11,467 56 


56 44 


389,500 00 


329,845 40 


59.654 fo 


13,719,337 00 


$2,659,054 ax 


$60,973 79 








$31,993 30 


拿， 9,923 98 


it, 36$ 3a 


90,867 ； 


90,867 20 




i,56i.77S 00 


If 558, 199 45 


3.575 55 


17,700 00 


17,199 98 


500 03 


X3,aco 00 


11,583 73 


X.616 27 


93,5^5 03 


83.577 85 


7 '5 


36,881 00 


35,76a 90 


x,ii8 10 


4i457 50 


4>375 00 


182 50 


965,000 CO 


204.374 57 


60,795 43 


$3,044,758 00 


* 1, 975.^4 " 


#^f093 34 


163,100 CO 


$6z,6oo 00 


,"500 00 



BOROUGHS OF MANHATTAN, THE BRONX AND 



RICHMOND. 
Personnel, December 31, 1901. 

Headquarters 一 

Commissioner i 

Secretary i 

Assistant Secretary i 

Private Secretary i 

Bookkeeper i 

Purchasing Agent i 

Contract Clerk i 

Medical Officers 3 

Cashier i 

Clerks 3 

Stenographers and Typewriters 2 

Draughtsman and Mapmaker i 

Assistant Storekeeper i 

Engineer i , 

Stokers 3 

Drivers 2 

Watchmen 2 

Elevator Attendants 2 

Cleaners 2 

Laborers 2 

Scrubwomen 2 
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Bureau Chief of Department — 



Uniformed Force. 

Chief of Department 

Deputy Chiefs of Department 

Chiefs of Battalion 

Chief Instructor 

Chief of Construction and Repairs to Apparatus . . . 

Foremen (Captains) 

Assistant Foremen (Lieutenants) 



Engineers of Steamer 

Firemen ist grade 632 

Firemen 2d grade 121 

Firemen 3d grade 132 

Firemen 4th grade 128 

Firemen. Probationary : 41 



Ununiformed Force. 

Pilots 

Marine Engineers 

Stokers 

Clerical Force, 

Clerks 

Bookkeeper 

Stenographer and Typewriter 
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Bureau of Inspector of Combustibles ~ 



Inspector of Combustibles i 

Clerk I 

Surveyors 8 

Oil Surveyor i 

Oil Collectors •• 8 

19 

Bureau of Fire Marshal ― 

Fire Marshal i 

Assistant Fire Marshals 8 

Bookkeeper i 



Stenographer and Typewriter i 

II 



Fire Alarm Telegraph Branch 一 

Chief Operator i 

Operators 5 

Assistant Operators 6 

Clerk I 

Instrument Makers 2 

Inspectors of Fire Alarm Boxes 3 

Foreman Batteryman i 

Batterymen 3 

Assistant Batterymen 2 

Foreman of Cable Splicers i 

Cable Splicers 2 

Painters 2 

Machinist I 

Mason i 



Foreman of Linemen 



10 

Fire Alarm Telegraph Branch 一 

Linemen 6 

Foreman of Climbers r 

Climbers 5 

Groundmen 9 

Drivers 2 

Stableman i 

56 

Repair Shops ~ 

Foreman i 

Clerks 2 

Engineers i 

Carpenters 3 

Foreman Blacksmith i 

Blacksmiths 4 

Blacksmiths' Helpers 5 

Boilermaker i 

Coppersmith i 

Foreman Wheelwright i 

Wheelwrights 5 

Foreman Harnessmaker i 

Harnessmaker •• 1 

Hose Repairers 3 

Hose Repairer's Helper i 

Foreman Machinist i 

Machinists 10 

Machinists' Helpers S 

Machinists' Apprentice 1 

Mechanics 2 

Foreman Painter i 



1 1 



Repair Shops ― 

Painters 5 

Wagon Painter 1 

Carriage Painters 3 

Steamfitters 4 

Upholsterer 1 

Toolman i 

Elevatorman i 

Drivers 6 

Laborers 3 

Watchmen 2 

78 



Buildings Superintendent's Branch 一 

Superintendent i 

Assistant Superintendent i 

Stenographer and Typewriter i 

Draughtsman i 

Drivers 3 

Ship Caulker i 

Tinsmith i 

Laborer i 

10 

Hospital and Training Stables ~ 



Trainers and Drivers 2 

Drivers 5 

Stablemen 2 

Hostlers 2 

II 

Aggregate 1,716 
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Bureau Chief of Department. 

report for the boroughs of manhattan, the bronx and richmond, 

for the year ending december 3i, i9oi. 

Hon. Thomas Sturgis, 

Fire Commissioner: 

Sir ~ I have the honor to transmit herewith, for your informa- 
tion, the annual report for 1901 of the Bureau Chief of Department 
relative to report of operations, statistics of fires, list of appointments, 
resignations, dismissals, retirements from the service and register of 
officers of the uniformed force in active service, etc. 

I am pleased to state that during the past year a feeling of harmony 
has prevailed among the officers and members of the uniformed force, and 
the work performed by them at fires, under the most trying circumstances, 
is deserving of the highest commendation and praise, and shows for itself 
in the fact that while there were thirty-two (32) more fires in 1901 than 
the previous year, the insurance loss during the same time was over one- 
half million dollars ($500,000) less. 

On December 31, 1901, the total membership of the uniformed force 
in the boroughs of Manhattan and The Bronx was 1,464 officers, engineers 
and firemen of all grades, including 41 probationary firemen. The number 
of alarms responded to by the above force during the year was 6,409. The 
fire extinguishing force consists of 75 engine companies (including 3 
fire-boats) and 25 hook and ladder companies, 8 of the former and 5 of 
the latter being what are known as double companies, consisting of an 
average total of 21 officers and men, equipped with two sets of appara- 
tus, and formed into two sections, one of which remains in quarters when 
the other responds to alarms for fire, for the purpose of covering the unpro- 
tected territory. Two of the above companies are also equipped with 
search-light engines, which have proven of great value to the force in 
extinguishing fires that have occurred during the night ； and three of the 
companies are equipped with water towers. 
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The average number of officers and men in single companies below 
Fifty-ninth. street is 14; above Fifty-ninth street, 12; in single companies 
having water towers the average number is 18. 

The wear and tear on the various apparatus have been lightened by 
the addition of solid rubber tires, resulting in the saving of a great deal of 
money as well as adding greatly to the comfort of the men; and I would 
recommend the addition of rubber tires to as many apparatus as possible 
during the coming year. 

To each company is assigned a district, within whose limits command- 
ing officers are responsible for violations of law, for the condition of alarm 
boxes, keys, etc. The companies are organized into 16 battalions, 
consisting of from 5 to 10 companies in each, under the command of a 
Chief of Battalion. The First, Second, Third, Fourth and Fifth Battalions 
form the First Division and are commanded by a Deputy Chief of Depart- 
ment; the Sixth, Seventh, Eighth, Ninth and Sixteenth Battalions form 
the Second Division and are commanded by a Deputy Chief of Depart- 
ment. The Tenth, Eleventh, Twelfth, Thirteenth, Fourteenth and Fif- 
teenth Battalions form the Third Division and are commanded by a 
Deputy Chief of Department. The entire force is under the command 
and supervision of the Chief of Department. 

The notable fires described herein are those which have necessitated 
the calling into service of an extraordinary number of companies by reason 
of the area covered by the fire ； those which have occurred in the upper 
parts of buildings of an unusual height, thereby rendering more than 
ordinarily difficult the work of extinguishing them, and those which have 
been emphasized by a large pecuniary loss or marked by some exceptional 
circumstances. 

On June i, 1901, Hook and Ladder Co. No. 25 and Engine Co. -No. 
74 were organized and located in new buildings of this Department, at 
Nos. 205 and 207 West Seventy-seventh street, and equipped with a steam 
fire-engine and hose wagon, and hook and ladder truck, respectively. 



These companies perform duty in the residential section of the west 
side of the city, where the need of such companies has long been felt. 

On the same day Hook and Ladder Co. No. 24 was organized and 
located in a new building of this Department at Nos. 113-115 West 
Thirty-third street. Its equipment consists of a hook and ladder truck 
and electrical search-light engine and water tower, and it protects valuable 
business houses and dwellings in the heart of the city. 

On December 25, 1901, Engine Co. No. 75 was organized and located 
in a new building of this Department at One Hundred and Eighty-third 
street and Jerome avenue, and equipped with a steam fire-engine, hose 
wagon and hook and ladder truck, for the protection of residents of the 
Borough of The Bronx residing in that vicinity. This company would 
have been organized earlier in the year had the party who secured the 
contract to fit the house with furniture, etc., complied with its terms, which, 
however, he failed to do, and it consequently became necessary to furnish 
this house with furniture, bedding, etc., temporarily loaned by other 
companies. 

Various sites in different parts of the city have been asked for, and in 
some cases acquired, for the purpose of erecting apparatus houses thereon, 
with the view of furnishing the citizens of New York with adequate pro- 
tection in case of fire. A site for a new Repair Shop has been assigned by 
the Commissioners of the Sinking Fund and the funds for its erection 
provided. 

I would again call your attention to the fact that, in my opinion, many 

improvements should be made in our present water supply system, which 

in many cases has been found to be so inefficient as to prevent companies 

from procuring anything approximating a sufficient supply wherewith to 

extinguish fires ； there is also a great number of hydrants which we have 

to depend on that are of antiquated pattern, freezing very easily at the 

slightest approach of cold weather and requiring a large portion of the 

uniformed force to be continually engaged in salting and thawing them 
out as soon as the cold weather sets in. 
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The numerous theatres in this city to which, by law, the Department 
is compelled to detail firemen during the afternoon and evening have 
deprived companies of the services of a number of men at fires where they 
are most needed, and caused inconvenience to the men in getting their 
meals regularly each day. I would recommend that the proper authorities 
be requested to provide a sum of money with which to employ additional 
men for such duty. 

I am also of the opinion that, if possible, the members of the Depart- 
ment should receive more time for meals and recreation, which could 
be secured to them by the addition of a few hundred men to the force, and 
I would recommend, if this matter meets with your approval, that you 
take the necessary steps, in the near future, to enlarge the force with that 
object in view. 

Yours respectfully, 

EDWARD F. CROKER, 

Chief of Department. 
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Company, Organization, Kind and Number of Apparatus, Number of 
Alarms Responded to and Number of Fires at which Duty was 
Performed. 



Company. 


Apparatus. 


Number of Alarms 


Number of Fires 

Performed Duty at. 


Engines. 


Four-wheel 

Hose Wagons. 


Number of Four- 
wheel Tenders. 


Number of Two - 

wheel Tenders. 


Number of Two- 
wheel Jumpers. 


Number of Hook 

and Ladder Trucks. 


Water Towers. 








• • 






98a 


64 








• • 






>73 


33 








• ■ 


• • 1 •• 






azt 


51 


" A 






• • 


.. 1 •• 

t 






"7 


50 




a 




• • 






982 


30 






' 


• * 










>39 


59 


















»5i 


04 
















^39 


60 


•• 9 




aa 






.. 






4x6 


158 


















77 


38 






bi 








• • 


• • 


5« 


130 




3 


bx 










337 


107 




2 














269 


78 


" 14 
















959 


150 


" 15 
















553 


199 




3 














335 


51 


•• 17 
















725 






a 


a\ 












31a 


57 






a2 












235 


50 




d2 


a2 












3" 


66 


















»3 


50 




















79 
















9X8 


49 
















»43 


6a 


















374 


54 




2 


a 












305 


57 



a X hose wagon, rubber-tired. 
& Hose wagon, rubber-tired. 
c X hose wagon used as boat tender. 
d I engine, searchlight. 
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Engine 97... 

•' s8... 

'• 99.. • 
" 30. • • 
" 3«-.. 
" 32... 
" 33... 
" 34-. 
" 35- ■• 
" 36... 
" 37... 
" 38... 

" 3J... 

'• ,0... 

•' it... 

" 42... 

•' 43/- 



44- 

45' 

46. 

47, 
48. 



49 £ 



C« 



50.. 
■51 A. 
52.. 

53- - 

54- ■ 



a 



6 



8 



e Water tower, rubber-tired. 
f Fire-boat " William F. Hayemeye 
^In use at Black well's. Ward's and 
h Fire-bost " Zophar Mills." 
1 1 hose wagon used as boat tende 



， out of service since October i, 1901, and sold. 
Randall's Islands ； four of the engines are chemical. 




s£ JO .cq§£ 



X a a 4 

7 3 5 7 



7 



I 3 

056 



3 9 

7 ^ 



•01 papaods^ 

SCVIV Jo JslsnK 



9 



4 



2 

a 



6 5^1 

5 4 4 2 



Iala232x 



7 



X o t a 5 6 

9^9450 

2 I X 



9 17 6 

7X933 



5 

2 

1 3 



5 



4 8 8 



4 

3 



o 

6 



o 9 

I 



5 



3 c t 



5 2 

5 

2 



3 

3 



. ^looH JO J9qlBI£ 



•<m J- JO Jlaqall£ 



•SPSJ. IM 



•Jn£ jo 



"OOSM 多 SOS 
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6 Hose wagon, rubber-tired. 

/ Fire-boat " The New Yorker." 

k Combination chemical engine and hose wagon. 

/ Fire-boat '• Robert A. Van Wyck." 

m I hose wafcon in use in Engine 70. 

n Company oi^ganized June i, 1901. 

o Company organized December 35, looi. 



Company. 



Rngtne 55 

" 56 

- 57/ 

" 56 

" 59 

«• 6o 

" bik 

•' 62 

•' 63 >t. 

" 6a k 

" 65 

" 66/ 

" 67 

" 68 

•' 69 

" 70^ 

" 7' 

7a 

" 73 

" 74*. 

" 75。 

Hook and Ladder 



" 3 



3 

5 
6 



•"n Ama PSE0.51 

s£ JO wqlN 



3 8 6 3 0_ 55 

9 3 1 5 4 4 



7 4 15 



% S J? 



5 3 



8 X 

^ 6 



4 



•09 papuodsdM 

svslv JO .8q§z 



5 9 s 5 5 6 3 a 7 

X 7 6-5 4 ^ X I 

3 I a 3 I X 



s 

T 

A 



.CSOH JSM 



.Josh .CPIal p-3 



-OAJL Jo .sqlenx 



•SPI2 UM» 



.SPSJL 一 



•SUOSB/? VSOH 

19s{>-Jno.j 



•s Jsa3 



I I 



3 I 

4 3 

2 a 



I X 



I 



9 T I 3 I 7 



4 6 I 5^8 
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Company. 


Apparatus. 


Number of Alarms 

RespoAdttd to. 


Number of Fires 

Performed Duty at. 


1 

Engines. 


Four-wheel 

Hose Wagons. 


Number of Four-wheel 
Tenders. 


Number of Two-wheel 
Tenders 


Number of Two-wheel 
Jumpers. 


N amber of Hook and 

Ladder Trucks. 


Water Towers. 


















278 


152 


" s 
















199 




















456 


-33 














\ 




919 


146 














I 






"73 


" ，a 
















3«7 


20a 


it • ，， 
















3〜 


919 


















368 


330 


" It 
















I2Z 


79 


" 曹^ 


















M7 


" IT 
















131 


"3 


" i8 
















8a5 


485 


*• 19 
















78 


53 




















"4 


" ai 
















39^ 


207 




？ « 














270 


ISO 


" 23 


















86 




r I 














180 


76 


" 25 






















92 


8a 


9 


10 


8 


43 









'•Hose wagon used as boat tender. 
p Rubber tired. 

q Chemical engine and truck company. 

r Searchlight engine, company organised June i, 190Z. 

« Company organized June z, xgoi. 
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Classified Description 



2. 



3- 



5- 



Prmme. 



C»De Deck. 



It 



Uuok : 

Crane neck, 



Harp tank. • 
Straight frame 

U tank 

Harp tank. . . 
Crane neck. 
Straight frame 

U tank 

Crane neck 
Harp tank. 
Crane neck 



Wkight 

冒 ITH 

Water. 



7f5XO 

7,385 
8,050 

6.750 

6,740 
7 890 
8,368 

7.7-0 
8,440 
6,aio 
7f5»o 
7,600 
7;i84 
7.500 
6,800 

5i703 

6,700 

6.750 
5.810 
7.250 

6,oco 

5.875 
6,750 
6,8co 

5.700 

7.490 
9,610 

9，a8s 

8.060 



Styia op 



Size in Inchbs op 



Nest tale, 

60" X 30" 
Clapp intent, 

60" X 30" 
Clapp patent, 

60" X 30" 

Neit tub;, 

60' X 33 " 

Aaios1c<>ag, 

30 " X 66 ' 

La France, 

3»" X 6o" 
Sec. coil tube, 

12" X 62" 
Drop tube, 
35" pat. pen tubej 
hfest tube, 

30" X 60 ' 
Nest tube, 

64- X 35" ) 
Nest tube, ) 

62 ' X 33 ' j 

35 ' pat. pen tube 

Sec. coil, ) 
60" X 3i"' 1 
Submerged flue, 
6a"x3i" 

J Nest lube, 

» Co" X 30" 

31" pat. pen tube-j 

Nest tube, 

60" X 30" 
l.a France, 
. 60" X 28" 
C. A J .-pa lent, 
6a" X " , 
Amoskeu^, 
60" X 30" 
Ainoskcag, 
28" X 60" ' 
Amosktai, 1 
60" X 30" j 

30" pat. pen tube 
30" Latta 

63" X 31" 

30" X 60" 

[ Nest tube, 
I a8" X 60" 

Nest tube, 

60" X 30"' 
( Water lube, 
I 66*' X 36" 

66" X 36" 



Double. 



} 



{ 



Drop tube, I 
62" X 31 ' f 

Drop tube, J 
63 ' X 31 ' ) 

Single • 

Double .. -.. 



Single.. 
Double. 



Single . 
Double. 



I I Singl« 



Double . 



60" X 33" 



6}i 
8K 
8 

^% 

8 

7% 
8；4 

en 
e% 

8 

8 
8 

6?《 

9 
Q 

8K 



6 

8 
8 
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6 
8 

7 
8 

6 
6 
6 

9 
8 

xa 

9 
8 

6 

13 

8 

9 
6 

8 

8 
8 



Boiler. 



EnciBe. 



•dlnnj 



•Its 一。 8ISS 
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of Steam Firc-engtnes. 



Whin 
Built 

ox 
Placbd 

IN 

Sbk- 



MANUrACTVBdR*! 



Name. 



Num- 
ber. 



Nbw Boilsbs, Pumps' 露 tc. 



When. 



By Wbon. 



Whskk in Sbkvicb. 



I La France Manuac- ) 
) turing Company. .. . ) 

Clapp A Jones Company . 



5 Amoskeae Manufac- 1 

- ifac- i 

i turing Company.... f 



1 turing Company 

■ ― Ma 



I La France Manufac 
i turing Company ... . 

j AmosVeaff Manufac- I 
I turinj Company. ... ) 



Clapp & Jones Company , 



(La France Manufac- 1 
turing Company.... f 

Clapp A Jones Company . 

( Ahrens Manufacturing | 
) Company J 

Clapp & Jones Company. 



{ 



Manchester Locomo- 
tive Company 

hi France Manufac- 
turing Company .... 
Amoske^g Manufac- 
turing Company. . . . 
La France Manafac- 
turing Company. . .. 
Amoskeag Manufac- 
turing Company.... 
Amoskeag Manufac- 
turing Compaiiy. . . . 
Amoskeaff Manufac- 
turing Company. ... ' 
Amoskeag Manufiic 
turing Company. . . . 
S Amoskeas Manufac 
I turing Company... 

Clapp & Jones Company. 

Ahrens Maaafacturing I 

Company. ) 

AmoiJcca^ Manufac- 1 
luring Company.... 1 
Amoskeag Manufac- 

turing Compaay. . . . \ 
Amoskpaff Manufac- ] 
turing Company. ... ) 

La France Company 

》 American Fire Engine ) 

I Company | 

f Americin Fire Engine j 
\ Compjiiy I 

T.a France Company 



Spare. 



!New boiler, R. & S 
New boiler and 
France Company 
I New boiler and 
\ France Company 

New boiler 



j New boiler and 
{ France Company 



rebuilt, 


La 


rebuilt. 


La 




rebuilt, 


La 



New boiler, La France Company. . 

New boiler and rebuilt, La 
France Company 

New boiler and rebuilt, Ameri- 
can Fire Engine Company. . . , 

New boiler and rebuilt, Clapp) 
& Jone« J 



New patent pen tube boiler. 



New boiler, Amoskeag Company. 



New boiler, La France Company | 

j New boiler and rebuilt. La \ 
1 France Company I 

New boiler, La France Company. • 

( New boiler, Gleason-Batley ) 

i Company | 

\ New Doiler, Clapp ft Jones | 

I Company j 

I New boiler, Clapp & Jones ) 
( Company j 

New boiler, La France Company. • 



Engine 



8 8 <s- <^ ^ • ^ ^ ^ . • • S • • «w» . p ^ S ^ c 7 s ss s s 



8 8 



SrzB. 



I. 


2. 


3- 


4. 


5- 




• • 
















• • 








































•• 






























• • 














• • 






• • 


















] 


• • 























































Wright 

WITH 

Water. 



9.547 
6,aoo 

9.015 
7.950 
7,536 
9,750 
9."5 
9,2 20 

8,170 
6,010 

9,890 

6,300 

9,700 

8,750 

8.790 
8,490 

7,870 

9，o67 

9,473 
8,360 

8,155 
6,940 

9,315 
8,460 

6,306 

7,790 
6,306 

8,385 
8,810 

9i545 
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Stylb of 



Size in Inches of 



Frame. 



Boiler. 



Engine. 



i 



i 



Vertical tube, 

66" X 36" 
Sectional tube. 

62" X 30" 
Nest tube. 

6a" X 33 , 
Nest tube. 

6a" X 32" 
Sectional coil, 

6a" X 30" 
Vertical tube, 

66" X 36" 
Sectional coil, 

。 6,"X 35" 
Sectional coil, 
66" X 56" 
Nest tube, 
60" X 33" 
Nest tube, 
60" X 30" 
Nest tube, 
64" X 36" 
Nest tube, 
60 ' X 30" 
Vertical tube, 
66 ' X vt" 
Nest tiibe, 
6a" X 36" 
Nest nibe, 
6a" X 36" 
Sectional coil, 
64" X 55" 
Nest tube, 
60" X 30" 
Sectional tube, 

6a" X 3a" 
Sectional tube, 

60" X 30" 
Circular tube, 

6a" X 33" 
Sectional tube, 

66" X 36" 
Sectional tube, 

64" X 35" 
SectionaJ tube, 
64" X 55" 
Nest tube, 
60" X 30" 
Nest tub;, 
60" X 30" 
Nest tube, 
64" X 36" 
Sectional tube, 
64" X 34" 
Nest tube, 
60" X 30 ' 
Sectional tube, 
60'' X 32 ' 
Nest tube, 
60" X 30 ' 
Sectional tube, 

64"X35" 
Nest tube, 

66" X 31" 
Neit tube, 

65" X 36" 



Double. 



«« 



9 

9H 

7H 

7K 
8 

9 
9 
9 

8\< 
9H 

9H 
9 



8K 
9 

9H 

9K 

7H 

9 

9 

9 

7H 
7% 
8K 
9 

8^ 
9K 
9 

7K 



8 
6 
8 
8 

8 
8 
8 
8 
6 

9 
6 

8 

9 

9 
8 

6 

6 
8 
8 
8 
8 
8 
8 

9 
8 

6 

6 
8 
8 

9 
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Manupacturfr's 



Whkn 

Built 

OR 

Plackd 

IN 

Sn. 

VICB. 



1900 
1881 

x888 
19c o 
1880 
1900 
1896 
1897 
1893 
1881 
1900 
x£84 
1900 

1895 
1894 
1891 
X884 
1900 
1884 
1880 
1899 

i«93 
1893 
.894 

1895 
X896 

'89: 

1884 

188a 

1884 

1893 
x8£6 

»«97 



Name. 



J American Fire Engine 1 
\ Company ( 

Cbpp & Jones Company . 



La France Company • 



Oapp & Jones Company. 

Americfin Fire Engine I 

Company f 

American Fire Engine \ 

Company | 

American Fire Engine | 
Company ) 

La France Compaoy 



Clapp & Jones ComiMuiy. 
La France Company 

CUpp & Jone' Company. 

{American Fire Engine ) 
Company | 

La France Company 



Clapp ft [ones Company . 



f American Fire Engine \ 
\ Company ) 

Clapp A Jones Company. 

La France Company 

( American Fire Engine ) 

( Companv | 

j American Fire Engine i 

1 Company ) 

J American Fire Engine I 
I Compaoy J 

I A France Company 



Clapp & 』<mM Company. 



(American Fire EnKine) 
\ Company f 

La France Company 



Num- 
ber. 



N«W BOILBRS, PUMfS, ETC. 



When. 



2684 




368 


1896 


M7 


1899 


436 


• 鲁鲁翁 


35a 


i894 


2707 


. . • • 


3456 


• . . • 




■ «»參 


aS7 


1896 


370 


1896 


434 


.... 


43« 


1898 




.... 


998 


. , . , 




.... 


558 


.... 


438 


1898 


2736 


• 攀嚇攀 


430 


x8oo 


X46 


'899 


9664 




aaao 




2x52 




997 


J 1898 
1 1900 


335 




369 




559 


1892 


436 


X898 


3«« 


1895 


434 


1898 


323X 




108 









By Whom. ' 



New boiler and rebuilt, Ameri- 1 
can Fire Engine Company... f 

New boUer aod rebuilt. La I 
France Company |" 



j New boiler and rebuilt, Ameri- ) 
,1 can Fire Engine Company... ) 



New pumps. Repair Shop 

i New boiler and rebuilt. La I 
i France Company f 



i New boiler and rebuilt. La) 
1 France Company / 



{New boiler and rebuilf, La) 
Fiance Company / 



{New boiler and rebuilt, Ameri- i 
can Fire Engine Coin]>aDy. . . | 

{New boiler and rebuilt, La) 
France Company / 



I RefMured by LaFranceCompany I 



r 



\ New tubes American Fire En-> 

1 gine Company f 

j New boiler and rebuilt, La\ 

I France Companv j 

New boiler and rebuilt. Ameri- 1 
can Fire Engine Company. . . \ 
New boiler and rebuilt, La ) 
I France Company ) 



j New boiler and rebuilt, La\ 
( France Company j 



Where in Service. 



Engine 4. 

•' 5. 

" 6. 



8. 

9- 
to. 

IX. 

la. 
la. 

«3« 

»3. 

M. 

«5- 
16. 

x6. 

»7- 
18. 
x8. 

»9- 
ao. 

31. 
29. 

33- 

«4- 

as- 
a6. 
26. 
«7. 
27. 

38. 

«9- 
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Sizs. 



Stylb op 



2. 



3- 



4. 



5- 



Frame. 



Crane neck 



Straight frame, 
Crane neck. 
U Tank.... 

Crane neck. • • • 
Straight fraire 

L) Tank . • … 



Boiler. 



j Sectional tube, 
I 6a" X 35" 
Nest tube, 
6s ， X 36" 
Nest tube, 
6o"xp3" 
Sectional tube, 
6a" X 3a" 
Nest tube, 
64" X ^6" 
Sectional tube, 
32" X 6a". 
Nest tube, 
oa" X 36" 
Nest tube, 
60" X 30" 
Seciion«l tube, 

6a" X 30'' 
Sectional tube, 

60" X 30" 
Submerged flue, 
60 • X 28K" 
Nest tube, 
fo" X 30" 
Nest tube, 
to'- X 30" 
Sectional tube, 

6a" X 30" 
Sectional tube, 
60" X 30" 
C. and J., 
6j" X 
Sectional coil, 

63 ' X 30" 
Sectional tube, 
6a" X 32" 
Nest tube, 
60" X ' 
Pen tube, 
69" X zo" 
Sectional tube, 
30" X 60" 
La France, 
11" X 61" 
La France, 
3X" X 61" 
C. and J., 
31" X 62" 
La France, 
31" X 66" 

( La France. 

j Submerged flue, 
I 62" X 31 ' 
j Sectional tube, 
1 60" X 30" 
/ Sectional tube, 
( 6a" X 3a" 
/ Ncsl tube, 

I 65" X 36" 
I Sectional tube, 

( 60" X 36 ' 

j Nest tube, 

I 6a" X 30" 

J Nest tube, ， 

1 60" X 30" 



Engine. 



Double. 



M 



Wkight 

WITH 

Watbb. 



8,430 
9.597 
7,920 

7.346 

7.730 
9,840 

7,710 

6,925 

6.590 
6,660 

7,28; 

6,882 

5.300 
6,610 

7.530 

6,aio 

7.5^ 
7.450 
5.895 
S.300 
《75。 
6,520 
6.800 
6 700 

6,750 

7,300 

5.030 

7,940 
9,642 

9,448 

7i930 
6,935 



p 

o 

a 

.5 

s 




M K X H K % 



•slslj JO SIO.US 



8 98 79796 778886 778 7666 2 388 2 8 6 7 9 8 8 8 



9 8 8 78 7 8 8 766 779686 78 9 9 



8 8 6 6 8 6 7 7 8 9 7 7 
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Manupactuuk's 



Whbn 

Built 

OS 

Placed 

IN 

Sb 靈- 

VICB. 



1890 

1899 
1893 
1883 
1900 
1887 
1896 
1890 
1894 
1898 
1898 

1899 
iS8i 
1898 
1896 
1883 
1901 
1889 
X883 
z88i 
1866 
z86s 
187X 
i86d 

1866 

>«9S 
1884 

1900 
1897 

Z900 
1893 



Name. 



Clapp ft Jones Comp&oy • 
La France Company 

Clapp ft Jones Company. 

La France Company 

Clapp ft Jon«;s Company . 
La France Company . .... 

J American Fire Engine I 

I Comimny f 

I American Fire Engine 

j Company 

j Amoskeag Manufac- 
( luring Company.... 

La. France Company. . . 

Clapp & Jones Company. 

J American F ire Engine 1 

1 Company. ) 

\ American Fire Engine | 

1 Company 1 

J Ahrens Manufacturing \ 

1 Company I 

( American Fire Engine I 
\ Company ) 

Li France Company 

Clapp & Jones Company. 



Amoskeae Manufac- 1 

JIU 

anufac- 



K Company 



M 



anufac 



ipany. 
Ma 



turiag 

Amoskeag j 
turing Com 

Amoskeag 
luring C 

Amoskeas Manufac- 
turing Company. . . . 

{ Amoskeag Manufac- ) 
( turing Compaay. ... J 

( Manchester Locomo- ) 
1 five Works ] 

Clapp A Jones Company. 

I American Fire Enpne I 
\ Company f 

La France Company 

I American Fire Engine I 
) Company | 

La France Company 



Num' 
b«r. 



Nbw Boilsbs, Pumps, btc 



When. 



544 


•••• 


4«» 


•••• 


958 


• ••• 


4«3 


重 896 


435 


•••• 


49> 




348 


• ••• 


18S 


ZP9S 


9396 


•••• 


M96 




739 


.. .. 










J/J 


1807 


3C07 




一， 3_ 








2809 








409 


1898 


'37« 




z6o 


X889 


158 


1888 


360 




296 


1886 




j "79 


«59 


|x889 


7M 




45a 


1699 


"*7 




377 




9653 




437 




356 





By Whom. 



{New boiler and rebuilt, Ameri-\ 
can Fire Engine Company.. . j 



{New boiler and rebuilt, Ameri-) 
can Fire Engine (Jomp 疆 ny • . • j 



Repaired, La France Company. . . 



/New boiler and rebuilt, Ameri- I 
\ can Fire Engine Company. . . ) 



Whbrb in Sbsvicb, 



j Ne 賣 boiler and rebuilt, La | 
} France Company f 



New boiler and rebuilt, Ameri- 
can Fire Enj^ine Company. . . 

New boiler and rebuilt, Amcri- , 
can Fire Engine Company . • 

New boiler and rebuilt. La 
France Company 

New boiler, La France Company.. 



New boiler, La France Company., 

New Boiler, Amoskeag Company ) 
J New boiler and rebuilt. La | 
J France Company ) 



{New boiler and rebuilt, Amer- ) 
can Fire Engine Company ... ) 



<« 



Engin^SO 

3« 
3« 
3« 
33 
33 
34 
35 
36 
37 
38 

39 
40 
4« 
4» 
44 
45 
46 
47 
48 
49 
49 
49. 
49 
49 

49 

50 
Sa 
53 
54 
55 
S6 
58 
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Size. 



Stylh of 



Size in Inchvs of 



In use trom sunrise 
to sunset 

In use from sunrise 
to sunset 



Crane neck 



} 



Searchlight 



i 



i 



Sectional tube, 
6a" X 30" 
Nest tube, 
60" X 30" 
Nest tube, 
6a" X 31" 
Nest tube, 
6a" X 30" 
Nest tube, 
CS" X 36 ' 
Nest tube, 
60" X a8" 
Nest tube, 
60" X a8" 

Sectional tube, 
60" X 30" 

Sectional tube. 

60" X 30" 
Submeivcd flue, 
60" X a84<" 
Nest tuDe, 
64" X 30" 
Nest tube, 
60" X 30" 

Sectional tube, 
6a" X 3fl" 
Fox tube. 
30" X 60" 



■ 



60" X 28" 

Nest tube, 
60" X 36" 



-wheel chemical engine 



xst size 

zst " 

xst " , 

ad " 

ad " 

Combination chemical engine and hose wagon (single tank} 



2 



Doable. 



Single 



7 

95i 
6% 



7 
8 
6 
6 

9 



6 
6 
8 

9 
6 



4H 



4H 



6,925 

7,。74 
6,310 

5,303 
9,603 
6,670 
6,590 

6,097 
6.3»5 
6,63j 

9.767 
5f75o 

6 6ya 
7,300 



Chemical engine (double tank} 

Combination chemical engine and hose wagon (single tank). 
Chemical engine (donble tank) 



Two hand engines 



Charged 
.090 



Not charged 

3.470 
Charged 
4.615 
Not charged 

？. 470 
Not charged 

Not charged 
4,950 



2. 



3- 



4. 



5- 



Frame. 



Boiler. 



Engine. 



Weight 

WITH 

Watkr. 



.USS!<1 JO SIOJ}s 



•Japs5 tess 
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Manufacturbr' 



Whbn 
Built 

OR 

Placed 

IN 

Sbr- 

VICB. 



【894 

【895 

【881 
【881 

【898 

1898 

'898 

[883 
1884 

【899 
1900 

iB8x 
1901 
【901 
1903 

1901 

【873 
【873 

【873 



I 1896 
I 1896 

【：89Q 
j x886 

1809 
X898 
1898 



Name. 



( American Fire Engine ) 
1 Company J 



>mpany . • 

La France Company 



CUpp A Jond Company 



La France Company ... 



Clapp A Jones Company 



if 



Amoskeag Mfg. Co. . 
La France Company, 



Clapp & Jones Company 

\ International F. E. Co. 1 
"I American F. E. Co. .. . ) 
i International F. E. Co. ( 
\ American F. E. Co. ... f 

La France Company . ... 



Rabcock Mfg. Co... 

Fire-engine Mfg. Co. 
CharT. Holloway.. 

Rumsey ft Co. 

Fire-engine Mfg. Ca 

Rumsey & Co 

Fire-engine Mfg. Co. 
Chas. T. Holloway..., 



Num- 
ber. 



a«97 
3ai 

36s 
368 

395 
400 

399 
3Q7 

433 
740 

434 

3S9 
,803 

,801 



9 



lOX 

xoa 
103 

9 



6 



Nbw Boilers, Pumps, btc. 



When. 



【897 
【896 



1899 
X899 



896 



By Whom. 



New boiler, La France Company.. 
New boiler. La France Company. . 



New boiler and rebuilt, 
Firo Eng. Co 

New boiler and 
Fire Eng. Co.. 



Am. I 
rebuilt. Am. j. 



I New boiler and 
I France Co 



rebuilt, La |_ 



Bullock marine type multipo- i 
lar generator of 5 kilowatts, J- 

«.t8" projector lamps 

Bullock marine type multipo- 
lar ceneraior ol 5 kilowatts, . 
i.i^T' projector and x.i6" re- '' 
flector lamp , 



Whbrk in Service. 



Enifine 59. 
" €0. 
" 61. 
" 62. 
" 65. 

•• 67. 
" 68. 

" 69. 
" 70. 
" 71. 
" 7a. 

'• 73- 
" 74. 
" 75. 
Hook and Ladder 24. 

Engine 90. 

Fifteenth Battalion. 
Engine 49. 

49- 



" 49. 

" 49- 
" 61. 

" 63. 

" 64. 
Hook and I-adder 19. 
Engine 70. 

Hook and Ladder 99. 
Engine 49. 
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Description of Fire-boats. 

" Zo pilar Mills" {Engine 51). 

Length over all, 120 feet; beam, 25 feet; draught, forward, 9 feet; 
aft, 12 feet; hull, iron; tonnage, 185.49; horse-power, 575； i condensing 
engine ； diameter, 30 inches; stroke, 30 inches; 2 boilers ― locomotive 
pattern; steam pressure, 65 pounds ； single screw ； pumps, double, 
16-9-73^, 16-9-7^ ； capacity of each, 1,500 gallons per minute 一 3,000 
gallons ； Clapp & Jones Manufacturing Company, constructors ； built, 
1882; cost, $45,800. 

"The New Yorker " {Engine 57). 

Length over all, 125.5 feet; beam, 26 feet; draught, forward, 9 feet; 
aft, 12 feet; hull, steel ； tonnage, 243.37； horse-power, 800； i triple expan- 
sion engine; cylinders 一 high pressure, 15 inches ； intermediate, 24 inches ； 
low, 39 inches; stroke, 24 inches; 2 boilers 一 Scotch pattern ； steam pres- 
sure, 148 pounds ； single screw ； pumps, double, i6jE^-ii-io, 17-11-10; 
capacity of each, 6,500 gallons per minute ~ 13,000 gallons ； La, France 
Fire Engine Company and Clapp & Jones Manufacturing Company, con- 
structors ； built, 1 891 ； cost, $98,000. 

"Robert A, Van Wyck" {Engine 66). 

Size: length, no feet 10 inches ； width, 24 feet; draught, 9 feet; hull, 
engines and boilers built by J. H. Dialogue & Son, Camden, N. J. De- 
signer and architect, H. de B. Parsons, New York City; steel hull; two 
Scotch boilers 一 diameter of each, 10 feet x i}i inches ； 132 tubes in each 
boiler. Two Morrison suspension furnaces 一 diameter of furnaces, 38% 
inches ； grate surface of both, 77 square feet ； heating surface of both, 
2， 100 square feet; engine ~ single screw invert fore and aft compound 
engine; length of stroke of piston, 22 inches ； diameter steam cylinder, 
high pressure, 16 inches ； low pressure, 30 inches; maximum horse-power 
of engine, 338. Fire inimps 一 Two sets single directing duplex crank and 
flywheel ； each steam cylinder, diameter, 17 inches ； each water cylinder. 
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diameter, lo inches ； stroke, ii inches; capacity of each pump, about 3,250 
gallons per minute ； total capacity of both pumps, 6,500 gallons per 
minute ； cost of pumps, $8,500. Cost of boat, boilers and engine, 
$47,990. Total cost, $56,490. Four 6-inch and eight 3 -inch dis- 
charge gates. Three swivel nozzle standpipes. 

The fire-boat " William F. Havemeyer," Engine 43, after a period of 
service of more than a quarter of a century, was sold at public auction 
October 2, 1901. 

VOLUNTEER SYSTEM, BOROUGH OF RICHMOND. 

North Shore Fire Department. 
I Chief Engineer. 

4 Assistant Chief Engineers. 
20 Foremen. 

40 Assistant Foremen. 

8 Engineers of Steamer. 
839 Firemen. 

5 engine companies (4 steamer and i hand). 
7 hook and ladder companies. 

7 hose companies. 
I fire patrol company. 

Edgewater Fire Department. 

I Chief Engineer. 
3 Assistant Chief Engineers. 
17 Foremen. 
30 Assistant Foremen. 
5 Engineers of Steamer. 
S Assistant Engineers of Steamer. 
621 Firemen. 

5 engine companies. 

3 hook and ladder companies. 

9 hose companies. 
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Tottenville Fire Department. 

1 Chief Engineer. 

2 Assistant Chief Engineers. 

3 Foremen. • 
6 Assistant Foremen. 

91 Firemen. 

1 engine company. 

2 hook and ladder companies. 

I hose company (in connection with engine company ~ no appropria- 
tion). 

Kreischerville Fire Department 

1 Foreman. 

2 Assistant Foremen. 
26 Firemen. 

1 hook and ladder company. 

Pleasant Plains Fire Department. 

2 Foremen. 

4 Assistant Foremen. 

2 Engineers of Steamer. 
71 Firemen. 、 
I engine company (hand engine). 
I hook and ladder company. 

I hose company (in connection with engine company 一 no appropria- 
tion). 

H ifguenot Fire Department. 

1 Foreman. 

2 Assistant Foremen. 
30 Firemen. 

I engine company (hand engine). 

I hose company (in connection with engine company 一 no appropria- 
tion ) . 
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New Dorp Fire Department. 

1 Foreman. 

2 Assistant Foremen. 
25 Firemen. 

I hook and ladder company (with hose wagon attached). 

Pursuant to the provisions of chapter 612, Laws of 1899, annual 
allowances for the support and maintenance of incorporated volunteer 
fire companies in the Borough of Richmond are made by the Board of 
Estimate and Apportionment, as follows : 

Engine companies, $i，200 each; hook and ladder companies, $1,000 
each ； hose and patrol companies, $800 each. 

Number and Character of Alarms and Manner of Receipt. 



Alarms. 


Manner of Rbcbipt. 


From 
Department 
Street Alarm 
Boxe«. 


Special 
Department 
Telegraph 

Signals. 


Verbally. 


Automatic 
Telegraph. 


Total. 




3.899 


IS 


1,796 


• 


5.743 






3 


37 


10 


30 » 




«53 




9 


08 


362 




4.406 


ao 


1.8.2 


141 


6,409 



Alarms communicated by attaches of this Department o 

" attaches Police Department 5 

" district key-holders 173 

" citizen key-holders 11 

" all other means 6,220 



Fotal 6,409 
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In buildings 一 

Confined to point of starting 

Confined to building 

Extended to other buildings. 

In vessels 

In places other than buildings and ) 
vessels / 

Total 

Extinguished — 

Without engine stream 

With one engine stream … 

With two or three engine streams 

With more than three engine) 
streams • J 

Total 

Extent of damage to buildings and 
vessels — 
Built mainly of brick, stone or 
iron: 

Slight 

Considerable 

Destroyed 

Built mainly of wood : 

Slight 

Considerable 

Destroyed 

Total 

Between 6 A. M. and 6 p. m 

Between 6 p. m. and 6 a. m 

Total each month 
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18 

6 



3 



3a 



90S 
«95 



403 



5,z6o 

307 
6k 

U 
201 

5.743 



3,504 
1.708 

37« 
160 

5,743 



463 
100 

»3 

61 
3» 
•3 

691 

-,998 
a. 745 

5,743 



Statistics of Fires, 



518 
48 
7 

8 



583 



33a 
184 
58 
«9 



583 



61 
IS 



6 



97 



. 3«5 
I 358 



583 



547 
6 



603 



344 
»4 



60a 



66 

Z2 



84 



337 
a6s 



60a 
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9 
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5a 
10 
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537 
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31 
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9 
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9 
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438 



378 , 403 
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29 
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420 
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213 



420 
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930 
234 



454 



August, 


September. 


October. 


November. 


December. 
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49a 
93 
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31 
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355 




478 


545 


576 
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95 
90 
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337 
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13 
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478. 
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184 
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248 


326 
350 


355 


35， 


478 


545 


576 



•J8A 



•aun 



•X5 



•llJdY- 



•Ipl 



.XJ€n§f 



41 

Water Consumption. 

99,228,572 gallons, of which 69,552,105 gallons were river water. 

First quarter — 20,900,210 gallons, of which 11,003,405 gallons were 
river water. 

Second quarter ~ 4,703,493 gallons, of which 766,350 gallons were 
river water. 

Third quarter 一 12,051,689 gallons, of which 9,754,800 gallons were 
river water. 

Fourth quarter ~ 61,573, 180 gallons, of which 48,027,550 gallons were 
river water. 

Report of the Fire Alarm Telegraph Branch^ Bureau Chief of 
Department, for the Year Ending December 31, 1901. 



Alarms and Calls ~ 

First alarms from street boxes (by Auxiliary 61) 4,397 

Automatic Signal Company 82 

Pneumatic Signal Company 59 

Special Fire Alarm Electrical Signal Company 19 

Public special building signals 9 

Alarms by public telephone 8 

Alarms from Police Headquarters 3 

Alarm by Fire Department telephone i 

Second alarms 131 

Third alarms 51 

Fourth alarms ^ 

Fifth alarms i 

Reserve calls 2 

Simultaneous call ' • . i 
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Alarms and Calls ~ 

Special calls for ~ 

Engine companies 36 

Hook and ladder companies . . • 97 

W ater tower i 

Boat tender i 

Insurance patrols 113 

Ambulances 206 

Notice of still alarms 1,564 

Messages received 14,080 

Messages transmitted 5,912 



The alarm system of the Department comprises the following signal 
stations : 

Street boxes, Class i (26 boxes added during year) 804 

Street boxes. Class 2 (14 boxes added during year) 271 

Public schools (6 boxes added during year) 193 

City institutions, etc. (3 boxes added during year) 66 



Total fire alarm stations 1,334 



Two engine, company houses, two hook and ladder company houses 
and one insurance patrol house were equipped with telegraph apparatus 
during the year. 

The following fire alarm signal stations are maintained by auxiliary 



fire alarm companies, outside of the Department : 

Automatic .Signal Telegraph Company (69 added during year) . 1,065 

Manhattan Fire Alarm Company (206 added during year) . . 691 

Special Building Signal Company (49 added during year) .... 425 

Pneumatic Fire Alarm Company (23 added during year) 311 
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The underground system consists of 126}^ miles of cables in subways, 
or 9775^ miles of conductor. 

During the year 34,532}^ feet of underground cable were laid, 21,226 
feet of which were for extending the system, and 13,3063^ feet were for 
replacing worn-out and damaged cables. 

1,463 feet of subsidiary duct were laid, 1,312^ feet of which were for 
extending the system, and 150 1/3 feet were for repairs. 

37 4/10 miles of aerial wire were put up, of which 16 7/10 miles were 
for extending the aerial system, and 20 7/10 miles were for general 
repairs. 

65 poles were set, 8 poles reset andi 144 old and dangerous poles were 
taken down. 

15 9/10 miles of old wire were taken down. 

In the Central Office of the Fire Alarm Telegraph Branch the opera- 
tion of arranging fire alarm circuits has been simplified, time saved, and 
the possibility of error in sending out alarms for fire obviated by the intro- 
duction of an improved device for use on the switchboard of the combina- 
tion circuits. t 

Another device has been introduced whereby the Box Inspector can 
make satisfactory local tests of alarm boxes without the necessity of 
breaking circuit, thus keeping the wire uninterrupted for operation of 
boxes on the same circuit. By this method of testing the boxes the 
. operators at the Central Office have much more time .to attend to other 
important duties. 

During the year the fire alarm telegraph system on Broadway, be- 
tween Sixty-fourth and One Hundred and Fourth streets, has been 
subject to many interruptions from the operations attending the construc- 
tion of the Rapid Transit Tunnel. The cable pipe, which is located in the 
centre of the excavaticn, has been frequently broken by blasts and dam- 
aged along almost the entire line for want of proper protection. The 
pipe is exposed and has been allowed to sag for lack of proper shoring, 
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thus breaking it at the couplings and causing a strain on the conductors, 
which in almost every case has resulted either in breaking them, or in 
making heavy grounds, or loss of current upon those circuits. In addi- 
tion, fire alarm signal and test boxes and pipes have frequently been 
knocked down and broken by hoisting apparatus. Indeed, through care- 
lessness upon the part of the contractor and his employees, nearly the 
entire system above Headquarters has often been for hours out of service. 
Department workmen during the past year have been engaged 198 days 
in making repairs to circuits upon the line of the Rapid Transit Railroad 
Tunnel. 

I would respectfully suggest and recommend that the work of recon- 
struction be hastened as much as posible by the contractor, as the present 
dilapidated condition of pipes, etc., admits only of the making of tempo- 
rary repairs, and the system will not be in safe condition for operation in 
the section referred to until after the completion of the entire new con- 
struction. 

The amount of material and labor expended upon circuits to maintain 
the efficiency of the fire-alarm telegraph system in its entirety was unu- 
sually large during the year, due principally to damaged cables, from 
various causes, in manholes. Cables are rapidly deteriorating and have 
become entangled with other cables. The lessees of other ducts handling 
cables, in making changes and repairs, have in many cases damaged our 
cables, either at the mouth of the ducts or at the sleeve joint, which 
necessitates the use of a new section of cable, in case there is no slack to 
be had in the manhole. The telegraph cables are mainly of the corru- 
gated style, and the cause of the failure in this form of cable may be 
found in the material used to insulate the wires ~ cotton and tar — all de- 
pending upon the lead armor to exclude moisture. When one of these 
cables has the lead armor broken, the moisture has access to the tar first, 
which slowly decomposes and dissolves out of the cotton, creeping on 
both sides of the break until all of the conductors are involved and in 
contact with moist cotton. This explanation also applies to the bunched 
cables of the same kind of insulation. Most of these cables should as 
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soon as possible be replaced with conductors insulated with a rubber com- 
pound. The work of repair to cables is prosecuted under many diffi- 
culties and delays, arising from cables in overcrowded manholes, and 
from lessees of duct space occupying manholes for weeks before Depart- 
ment employees can obtain access to the same, during which time circuits 
have remained opened and grounded, and in a condition liable to cause 
alarm boxes to be cut out and inoperative for communicating alarms for 
fires. 

In the Borough of Manhattan circuits are greatly overcrowded with 
alarm boxes, and steps should be taken to increase the efficiency of the 
service by installing additional cables, thus duplicating the circuits and 
reducing by one-half the number of boxes on each of the existing circuits. 
At present all of the conductors in cables are in use and no additional 
circuits can be arranged until new cables have been installed. 

In order to hasten and facilitate the building of new circuits it is pro- 
posed to construct cables on the Manhattan Elevated Railroad structure, 
at the outset via Third avenue, Bowery and Pearl street to Hanover 
square, connecting with the present Department underground system at 
intermediate points, permission having been accorded to occupy the 
structure for cables, and the establishment of fire-alarm boxes in stations, 
for use in case of fire upon or in the vicinity of the same. This proposi- 
tion is respectfully submitted for consideration, as it is believed that 
stringing cables on the Elevated structure is about the best and cheapest 
method of telegraph construction, and the cost of maintenance will be 
small. Cables are less liable to mechanical damage, and the cause of 
trouble is more readily found and removed, as compared with the under- 
ground system. One of the largest telegraph companies has for years 
occupied the Elevated structure with fifteen large cables, containing 300 
wires, and has experienced no trouble from the elements and very little 
interruption to the wires from other causes. 

The pole line on Kingsbridge road, from One Hundred and Eighty- 
third to Two Hundred and Twenty-second street was condemned and 



46 



removed, and the wires placed on the substantial poles of the New York 
Telephone Company. In the Borough of The Bronx the New York Tel- 
ephone Company, the Western Union and Postal Companies have rebuilt 
a large area of Department lines, in consideration of the privilege of plac- 
ing their wires upon the same, which in all cases has been of much 
advantage to the Department. 

All the aerial lines are in good condition, but somewhat overloaded 
with signal boxes, and it will he necessary to construct a number of new 
circuits in that borough to relieve those heavily laden and to enable the 
establishment of new signal stations. 

GEORGE FARRELL, 

Chief Operator, 

Notable Fires. 

January 8 ~ Fire at No. 357 East One Hundred and Thirteenth street, 
a five-story brick building, 25 x 80， occupied as dwelling. Fire originated 
in cellar and extended to roof through elevator shaft, considerably damag- 
ing building. Chief officers present were Chief of Department Edward 
F. Croker, Acting Deputy Chief Cashman, Chiefs of Battalion Bresnan, 
Callahan, and Acting Chiefs of Battalion Lawler and Bradley. The 
services of 4 engines and 2 hook and ladder companies were required, and 
the fire was under control in two hours and forty-five minutes. Origin 
of fire unknown. The first alarm was received at 8.45 o'clock p. m. At 
& 5 1 and 9 o'clock p. m.， respectively, second and third alarms were sent 
out. At this fire the bodies of 4 persons were found ； death was caused by 
suffocation. 

January 10 ~ Fire at Nos. 318-352 West Fifty- fourth street, a one- 
story frame building and two-story brick building, 450X 100 feet, occupied 
by Metropolitan Street Railway Company as car stables. Fire originated 
on first floor of frame building and extended to the two-story brick build- 
ing, considerably damaging both buildings. Chief officers present were 
Chief of Department Edward F. Croker, Deputy Chief Duane and Chiefs 
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of Battalion Binns, Farrell, Gooderson and Ross. The services of 13 
engines and 4 hook and ladder companies were required, and the fire was 
under control in about thirty minutes. Origin of fire unknown. 
The first alarm was received at 7.40 o'clock p. m. At 7.46 and 7.56 p. m., 
respectively, second and third alarms were sent out. 

January 25 一 Fire at No. 128 William street, four-story brick building, 
25 X 150, occupied by druggists. Fire originated in cellar and extended 
by stairway to basement, first and second floors, considerably damaging 
building. Also extended to Nos. 130-132 William street, five-story brick 
building, 50 x 25, occupied by dealers in envelopes ； trifling damage to 
building. Also extended to Nos. 33-43 Gold street, seven-story brick, 
iron front building, 150 x 100, occupied by printers ； trifling damage. 
Chief officers present were Chief of Department Edward F. Croker, 
Deputy Chiefs of Department Purroy and Ahearn, Chiefs of Battalion 
Kruger, Kenny, Langford and Acting Chiefs King and Brogan. The 
services of 19 engines (including search-light engine), 5 hook and ladder 
companies and i water tower were required. Origin of fire unknown. 
Duration of the fire was 2 hours and 30 minutes. The first alarm was 
received at 6 o'clock p. m. At 6. i i and 6.35 p. m., respectively, third and 
fourth alarms were sent out. 

January 26— Fire at No. 419 West Broadway, six-story brick build- 
ing, 25 X 75, occupied by candy manufacturers. Fire originated on first 
floor and extended to sixth floor through dumb-waiter shaft, etc. Chief 
officers present were Chief of Department Edward F. Croker, Deputy 
Chief of Department Purroy, Chiefs of Battalion K>nny， Langford and 
Acting Chief of Battalion Brogan. The services of 15 engines and 3 
hook and ladder companies were required, and the duration of the fire was 
4 hours and 30 minutes. Origin of fire unknown. The first alarm was 
received at 6.12 o'clock p. m. At 6.25 and 6.40 o'clock p. m., respectively, 
second and third alarms were sent out. 

January 30 ~ Fire at Nos. 102 and 104 East Fifteenth street, eight- 
story brick building, 75 x 75, occupied as Hotel Jefferson. Fire originated 
on first floor and extended to all floors by elevator shaft, considerably 
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damaging the buildings. Chief officers present were Chief of Department 
Edward F. Croker, Deputy Chief Ahearn, Chiefs of Battalion, Gooderson, 
Ross, Kenny and Acting Chief of Battalion Coleman. The services of 9 
engines and search-light engine, and 4 hook and ladder companies were 
required, and the duration of the fire was one hour. Origin of fire 
unknown. The first alarm was received at 4.05 o'clock a. m. At 4.12 
and 4.37 A. M.， respectively, second and third alarms were sent out. On 
the arrival of this Department one and one-half minutes after the alarm 
was received, the fire had gained considerable headway. Several persons 
lost their lives by suffocation and jumping from windows. Several 

of this Department at great personal risk. Assistant Foreman Lynch, of 
Hook and Ladder 3, found a roll of money in room of hotel, which he 
turned over to Sergeant of Insurance Patrol, who returned same to 
proprietor. 

January 31 — Fire at premises Nos. 538-544 First avenue, a six-story 
brick building, 100 x 300, occupied by the William Wicke Company, cigar 
manufactory. Fire originated in basement and extended throughout 
building,' through windows and shaft, destroying same. Also extended 
to No. 528 First avenue, four-story brownstone, 25 x 60, tenants' dwelling 
and store, destroyed ； Nos. 404-420 East Thirty-first street, one-story 
frame and iron, 75 x 250, Jackson Iron Works Foundry, destroyed ； 
Nos. 404-408 East Thirty-second street, six-story brick, 75 x 90， Wm. 
Wicke & Co" manufacturing purposes, destroyed ； No. 402 East Thirty- 
second street, five-story brick, 25 x 75, tenants' dwelling, trifling; No. 546 
First avenue, five-story brick, 25 x 75, tenants' dwelling and store, 
destroyed ； No. 402 East Thirty-first street, four-story brick, 25 x 60， 
tenants' dwelling, destroyed ； No. 548 First avenue, five - story brick, 25 x 
75, tenants' dwelling and store, slight ； No. 522 First avenue, four-story 
brownstone, 25 x 65, tenants' dwelling and store, trifling ； No. 550 First 
avenue, five-story brick, 25 x 75, tenants' dwelling and store, slight ； No. 
524 First avenue, four-story brownstone, 25 x 60, tenants' dwelling and 
store, slight ； No. 552 First avenue, five-story brick, 25 x 75, kindergarten. 
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dwelling and store, slight ； No. 526 First avenue, four-story brownstone, 
25 X 60, tenants' dwelling and store, slight ； Nos. 427-435 East Thirty-first 
street, 200 x 200, Lowther Brothers' coal and wood yard, slight ； Nos. 
403-417 East Thirtieth street, 125 x 200, F. C. Buckhout, lumber yard, 
slight ； No. 410-412 East Thirty-second street, 50 x 100, William Wicke, 
lumber yard, trifling; No. 537 First avenue, four-story brick, 25 x 50, 
tenants' dwelling and store, trifling ； No. 539 First avenue, four-story 
brick, 25 X 50, tenants' dwelling and store, trifling ； No. 541 First avenue, 
four-story brick, 25 x 50, tenants' dwelling and store, trifling ； No. 543 
First avenue, four-story brick, 25 x 50, tenants' dwelling and store, 
trifling; No. 515 First avenue, five-story brick, 25 x 65, tenants' dwelling 
and store, trifling; No. 517 First avenue, five-story brick, 25 x 65, tenants' 
dwelling and store, trifling; No. 519 First avenue, five-story brick, 25 x 
65, tenants' dwelling and store, trifling; No. 521 First avenue, five-story 
brick, 25 X 65, tenants' dwelling and store, trifling ； No. 523 First avenue, 
five-story brick, 25 x 65, tenants' dwelling" and store, trifling; No. 525 
First avenue, five-story brick, 25 x 65, tenants' dwelling and store, trifling; 
No. 527 First avenue, five-story brick, 25 X65, tenants' dwelling and store, 
trifling; No. 529 First avenue, five-story brick, 25 x 65, tenants' dwelling 
and store, trifling. Chief officers present were Chief of Department 
Edward F. Croker, Deputy Chief Purroy, Chiefs of Battalion Kenny, 
Guerin, Burns, Gooderson, Ross, Binns, Farrell and Acting Chief of Bat- 
talion Langford. The services of 32 engines (and search-light engine), 
1 1 hook and ladder companies and i water tower were required, and the 
duration of the fire was ten hours. The first alarm was received at 7.14 
o'clock p. M. At 7.17^^ p. M., 7.19, 7.28, 7.40 and 7.52^^ p. m., respect- 
ively, second, third, fourth, fifth alarms and simultaneous call were 
sent out. 

Early in the afternoon of this date this Department responded to an 
alarm for an explosion at the above premises, which severely damaged 
building. Owing to the fact that there was a large crack in the chimney, 
which was situated directly over boilers, the chief officer in charge of the 
force in the afternoon detailed two firemen with a line of hose ready for use 
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for any emergency that might arise from the pulling down of the chimney, 
etc., and these two men were on duty constantly from the time of the 
explosion in the afternoon to the time of the fire, which occurred in the 
evening. There were also several employees of William Wicke Company, 
several policemen and about twenty employees of the Building Department 
on premises during the afternoon. About 7.13 p. m. on the evening, of 
that day an employee of William Wicke, who had been looking around 
premises with a lighted candle, called the firemen's attention to a slight 
fire in ceiling of store-room. Previous to this there had not been the 
slightest sign of fire in any portion of the building, as Chief Ross, of this 
Department, and Inspector Cody, of the Building Department, made a 
thorough investigation of the building. The firemen, upon having their 
attention called to the fire in ceiling of storeroom, immediately picked up 
line of hose to extinguish same, and upon glancing up discovered the entire 
building to be in flames. And, in view of the above facts, the members of 
this Department who were present at this fire are deserving of the highest 
praise for their success in keeping this fire in check, especially in view of 
the fact that the water supply was very inefficient, in some cases several 
companies getting no water from hydrants, compelling them to abandon 
same and take up positions elsewhere. The bodies of two policemen and 
two employees of William Wicke Company were afterward found in the 
ruins. Various implements of this Department, such as hooks, axes, 
nozzles, pipes, etc., were lost or destroyed at this fire and about 2,000 feet 
of hose were consumed. Owing to the intense heat, the engine of Engine 
21, and Water Tower 2 were badly damaged before they could be removed 
from the street ； the horses of Engine 21 were badly burned and the horses 
of Engine 5 slightly burned before they could be taken from apparatus 
and removed to a place of safety. About 12 tons of coal were used at this 
fire. Cause of this fire unknown, but supposed to have originated from 
explosion of escaping gas, chemicals or spontaneous combustion of 
sawdust. 

February 2 ― Fire at No. 525 Park avenue, five-story brick ( stone 
front) building, 25 x 95, occupied as a dwelling. Fire originated in 
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cellar and extended to first floor. Chief officers present were Chief of 
Department Edward F. Croker, Acting Deputy Chief of Department 
Cashman, Chiefs of Battalion Farrell, Bresnan, Binns and Acting Chief 
Roan. The services of 4 engines and 3 hook and ladder companies were 
required, and the duration of the fire was two hours. The origin of the 
fire is unknown. The first alarm was received at 7.31 oclock p. m. At 
7.48 and 7.52 p. M., respectively, second and third alarms were sent out. 
Two members of this Department were overcome by smoke while work- 
ing at this fire and were taken to Presbyterian Hospital. Assistant Fore- 
man Patrick J. Graham, of Hook and Ladder 7, assisted Mrs. Anna 
Bailey down fifteen foot ladder. 

February 12 一 Fire at Nos. 106-108 Seventh avenue, four-story brick, 
50 X 90, occupied as laundry. Fire originated on first floor and extended 
to second, third and fourth floors, through fiooring and shafting holes, 
considerably damaging the building. Chief officers present were Chief of 
Department Edward F. Croker, Deputy Chief Purroy, Chiefs of Battalion 
Gooderson, Ross, Langford and Acting Chief of Battalion Coleman. 
The services of 11 engines, 4 hook and ladder companies and i water 
tower were required " The duration of the fire was one hour and thirty 
minutes. Origin unknown. The first alarm was received at 4.22 
o'clock A. M. At 4-30 and 4.38 a. m., respectively, second and third 
alarms were sent out. 

February 14 ~ Fire at Nos. 47-51 Chrystie street, six-story brick build- 
ing", 50 X 100, occupied by tailoring manufacturers. Fire originated on fifth 
floor and exended to sixth floor and roof, by stairway, slightly damaging 
the building. Chief officers present were Chief of Department Edward 
F. Croker, Deputy Chief of Department Ahearn, Chiefs of Battalion 
Langford, Martin, and Acting Chiefs of Battalion Brogan and Larkin. 
The services of 13 engines, including search-light engine, 4 hook and 
ladder companies and i water tower were required, and the duration of 
the fire was forty-five minutes. The fire originated from a lighted gas 
jet. The first alarm was received at 6,08 o'clock p. m. At 6.14 p. m. 
third alarm wzs sent out 
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February 26 ~ Fire at No. 215 Duane street, a five-story brick build- 
ing, 25 X 35, occupied by produce merchant. Fire originated in cellar 
and extended to first and second floor, through flooring, considerably 
damaging the building; also extended to 213 Duane street, a five-story 
brick building, 25 x 30, occupied by manufacturers of tinware, considera- 
bly damaging the building. Chief officers present were Chief of Depart- 
ment Edward F. Croker, Deputy Chief Ahearn, Chiefs of Battalion Mar- 
tin, Kenny, and Acting Chief of Battalion Sloan. The services of 9 
engines and search-light i and 4 hook and ladder companies were 
required, and the duration of the fire was three hours. The fire originated 
from an overheated furnace. The first alarm was received at 1.07 
o'clock A. M. At 1. 14 and 1.28 A. m., respectively, second and third 
alarms were sent out. 

February 26 ~ Fire at Nos. 1672- 1674 Broadway, a nine and one-half- 
story building, 50 x 90, occupied as dwelling. Fire originated on sev- 
enth floor and extended to eighth and ninth floors and roof, through 
plaster partitions, considerably damaging the building. Chief officers 
present were Chief of Department Edward F. Croker, Acting Deputy 
Chief John J. Cashman, Chiefs of Battalion Binns, Ross, Gooderson and 
Acting Chief of Battalion Freel. The services of 13 engines, 4 hook and 
ladder companies and i water tower were required, and the duration of 
the fire was one hour and forty minutes. The origin of this fire was due 
to oil igniting while filling lamp. The first alarm was received at 5.56 
o'clock p. M. At 6.10 and 6.47 p. m.， respectively, second and third 
alarms were sent out. 

March 10 ~ Fire at Willis avenue and One Hundred and Thirty- 
second street, a three-story brick building, 25 x 300, occupied as a rail- 
road station. Fire originated on third floor, considerably damaging the 
building. Chief officers present were Chief of Department Edward F. 
Croker, Deputy Chief of Department Duane, and Chiefs of Battalion 
Short, Cashman, Bresnan and Terpeny. The services of 9 engines and 
3 hook and ladder companies were required, and the fire's duration was 




53 

eight hours and ten minutes. Origin of fire unknown. The first alarm 
was received at 5 o'clock p. m. At 5.15 and 5.21 p. m., respectively, sec- 
ond and third alarms were sent out. 

March 19 ~ Fire at No. 206 East One Hundred and Twentieth street, 
a two and one-half -story brick building, 25 x 100, occupied as a grocery 
store. Fire originated on first floor and extended to roof by burning 
through floorings, considerably damaging the building. Chief officers 
present were Chief of Department Edward F. Croker, Deputy Chief 
William Duane, Chiefs of Battalion Bresnan and Short, and Acting 
Chiefs of Battalion Lawler and Barrett. The seryices of 9 engines and 3 
hook and ladder companies were required, and the duration of the fire 
was three hours. Origin of fire unknown. The first alarm was received 
at 1.5s o'clock A. M. At 2 o'clock a. m. third alarm was sent out. 

March 26 ~ Fire at Nos. 440-446 Canal street, a seven-story brick 
building, 75 x 150, occupied by machinists. Fire originated on seventh 
floor and extended to sixth floor, through flooring, considerably damag- 
ing the building'. Chief officers present were Chief of Department Ed- 
ward F. Croker, Deputy Chief Thomas J. Ahearn, Chiefs of Battalion 
Langford, Kenny, Martin and Kruger. The services of 11 engines, 4 
hook and ladder companies, 2 water towers and search-light engine i 
were required, and the duration of the fire was one hour and thirty min- 
utes. Origin of fire unknown. The first alarm was received at 11.27 
o'clock p. M. At 11.48 and 11.59 p. m., respectively, second and third 
alarms were sent out. Station 163 was also pulled for this fire. 

March 30 ~ Fire at No. 97 Norfolk street, a six-story building, 25 
X 65, occupied as dwelling and bakery. Fire originated in cellar and 
extended to all floors and roof by pipe recesses and hallways, considerably 
damaging the building. Chief officers present were Chief of Department 
Edward F. Croker, Deputy Chief Ahearn, Chiefs of Battalion Guerin, 
Kenny, Langford, and Acting Chiefs of Battalion King and Brogan. 
The services of 10 engines (including the search-light engine) and 3 hook 
and ladder companies were required, and the duration of the fire was one 
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hour and a half. Origin of fire not ascertained. The first alarm was- 
received at 3.16 o'clock a. m. At 3.19 and 3.24 a. m., respectively, second 
and third alarms were sent out. At this fire several people were burned to 
death, and a number of rescues were made by members of this Depart- 
ment, attended with and without personal risk. 

May 8 ~ Fire at No. 138 East Sixtieth street, five-story brick buildings 
25 X 95, occupied as store and dwellings. Fire originated on first floor 
and extended to second, third, fourth and fifth floors, by means of stair- 
way, considerably damaging the building. Fire also extended to No. 
136 East Sixtieth street, four-story brick (stone front) building, 25 x 50, 
occupied as dwelling, considerably damaging the building. Chief officers 
present were Chief of Department Edward F. Croker, Acting Deputy Chief 
Cashman, Chiefs of Battalion Ross, Bresnan, Binns and Acting Chief of 
Battalion Freel. The services of 12 engines and 3 hook and ladder com- 
panies were required, and the duration of the fire was six hours and forty- 
five minutes. Origin of this fire not ascertained. The first alarm was 
received at 12.16 o'clock a. m. At 12.20 and 12.23 o'clock a. m.， respect- 
ively, second and third alarms were sent out. Acting Chief Freel states' 
that when he arrived at the fire, being the Chief Officer first due, the 
building was enveloped in flames. Two persons were found dead in their 
beds on the fourth floor, and several persons were rescued by members of 
this Department, attended with personal risk. The jumping net in use hy 
this Department was of considerable service, as several tenants saved 
themselves by jumping. from third and fourth floors into net. 

May 15 — Fire at Nos. 1 001 10 Broome street, four-story brick build- 
ing, 175 X 122, occupied by Public School 34. Fire originated on 
fourth floor, considerably damaging the building. Chief officers present 
were Chief of Department Edward F. Croker, Deputy Chief of Depart- 
ment Thomas J. Ahearn and Chiefs of Battalion Guerin, Kenny, Martin, 
Burns and Acting Chief of Battalion Beggin. iThe services of 8 engines 
and Search-light Engine 2, 3 hook and ladder companies and i water 
tower were required, and the duration of the fire was two hours. . Origin 
of fire unknown. A delay of five minutes was caused in sending in a 
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second alarm for this fire owing to lock on alarm box not working properly 
and necessitating the sending in of said alarm from another station. The 
first alarm was received at 11.50 o'clock p. m. At 11.57 p. m. and 12.11 
A. M., respectively, second and third alarms were sent out. 

May 16 ~ Fire at No. 63 Canal street, five-story brick building, 25 x 
no, occupied as a dwelling and drygoods store. Fire originated on first 
floor and extended tb second, third, fourth and fifth floors through dumb- 
waiter shaft and stairways, considerably damaging building; also extended 
to No. 19 Orchard street, five-story and basement brick building, 20 x 40, 
occupied by paper box manufacturer, resulting in trifling damage to build- 
ing; also extended to No. 65 Canal street, four-story brick building, 25 x 
40, occupied as dwelling and stores, considerably damaging the building. 
Chief officers present were Chief of Department Edward F. Croker, Dep- 
uty Chief Thomas J. Ahearn, Chiefs of Battalion Guerin, Martin, Kruger 
and Acting Chief of Battalion Larkin. The services of 8 engines, Search- 
light Engine 2, 3 hook and ladder companies and i water tower were 
required, and the duration of the fire was three hours and thirty minutes: 
Origin of fire unknown. The first alarm was received at 10.51 o'clock 
p. M. At 10.57 and 10.59 p. m., respectively, second and third alarms were 
sent out, also special call for Hook and Ladder i . 

May 21 — Fire at No. 436 East Tenth street, three-story brick building-, 
25 X 100, occupied by manufacturer of frames. Fire originated on first 
floor and extended to roof through skylight, considerably damaging the 
building ； also extended to Nos. 438-440 East Tenth street, a three-story 
brick building, 25 x 100, occupied as a foundry, considerably damaging 
the building ； also extended to Nos. 432-434 East Tenth street, a four-story 
brick building, 50 x 100， occupied as a saw-mill, trifling damage to build- 
ing; also extended to Nos. 737-739 East Ninth street, a five-story brick 
building, 25 x 100, occupied as a factory, trifling damage to building. 
Chief officers present were Chief of Department Edward F. Croker, Dep- 
uty Chief of Department Ahearn, Chiefs of Battalion Guerin, Ross, Kenny 
and Acting Chief of Battalion Coleman. The services of 4 engines and 4 
hook and ladder companies were required, and the duration of the fire 
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was 50 minutes. Origin of fire unknown. The first alarm was received 
at '8.45 o'clock p. M. At 8.54 p. M. third alarm was sent out. 

June 16 ~ Fire at Nos. 445-447 West Thirtieth street, a five-story brick 
(iron front) building, 50 x 95, occupied as a chocolate manufactory. Fire 
originated on fourth floor and extended to all floors by openings in burn- 
ing floors, considerably damaging building; also extended to Nos. 448- 
450 West Thirtieth street, a four-story brick buildihg, occupied by the 
Central Railroad as a carpenter shop, trifling damage to building; also 
extended to No. 442 West Thirty-first street (rear), a four-story brick 
building, 25 x 30, occupied as a dwelling, considerably damaging the 
building. Chief officers present were Chief of Department Edward F. 
Croker, Deputy Chief of Department Duane, Chiefs of Battalion Gooder- 
son, Burns, Farrell, Acting Chiefs of Battalion Skelly and Freel. The 
services of 15 engines (including Search-light Engine 2), 5 hook and 
ladder companies and i water tower were required, and the duration of the 
fire was 24 hours. Upon the arrival of the Department the fire had full 
control of the three upper floors of building. Origin of fire unknown. 
The first alarm was received at 1.54 o'clock a. m. At 2.01 and 2.05 a. m., 
respectively, third and fourth alarms were sent out. At 8.40 o'clock 
A. M. on the 17th instant special call was sent for second section of Hook 
and Ladder 21. 

June 25 — Fire at Pier 22, North river, at the foot of Harrison street, 
a two-story frame and iron structure, 175 x 50 feet, occupied by the B. & 
O. Railroad Company as auction and sales room. Fire originated on 
second floor, considerably damaging the building, and extended through 
windows to Pier 23, North river, a two-story frame and iron structure, 
175 X 50, occupied by the West Shore Railroad, occupied as ferry and 
offices, slightly damaging building. Chief officers present were Chief of 
Department Edward F. Croker, Deputy Chief of Department Ahearn, 
Chiefs of Battalion Martin, Langford, Kenny and Acting Chief of Bat- 
talion Devanny. The services of 10 engines and Search-light Engine I 
and 4 hook and ladder companies were required, and the duration of the 
fire was 30 minutes. Origin of fire unknown. The first alarm was 
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received at 9.48 o'clock p. m. At 9.51 and 9.53 p. m.， respectively, second 
and third alarms were sent out. 

July 2 一 Fire at No. 330 West Ninety-fifth street, a seven-story brick 
(stone front) building, 100 x 90, unoccupied (not completed). Fire 
originated on second floor and extended to third, fourth, fifth, sixth and 
seventh floors by opening in floors, considerably damaging the building; 
also extended to the following buildings by sparks from burning building 
that were blown in different directions by the heavy wind : No. 327 West 
Ninety-sixth street, a two-story frame, 50 by 50, occupied as a saloon, 
considerably damaging the building ； also extended to Nos. 225-226 River- 
side drive, a seven-story brick (stone front) building, 50 x 100, occupied 
as a dwelling, trifling damage to building ； also extended to Nos. 227-228 
Riverside drive, a seven-story brick (stone front) building, 75 x 100, 
occupied as a dwelling, trifling damage to building ； also extended to No. 
311 West Ninety-seventh street, a seven-story brick (stone front) build- 
ing, 50 X 80， occupied as a dwelling, trifling damage to building. Chief 
officers present were Chief of Department Edward F. Croker, Acting 
Deputy Chief Cashman, Chiefs of Battalion Callaghan, Bresnan and 
Acting Chiefs of Battalion Roan and Skelly. The services of 12 engines 
and 4 hook and ladder companies were required, and the fire was under 
control in about 20 minutes. Origin of fire unknown. The first alarm was 
received at 5.48 o'clock p. m. At 5.52^ and 5.58 p. m., respectively, 
second and third alarms were sent out. Station 672 was also pulled for this 
fire by an unknown boy. 

July 20 ~ Fire at No. 2672 Eighth avenue, five-story brick building, 
25 X 85, unfinished building. Fire originated on the fourth floor, con- 
siderably damaging the building ； extended to No. 2674 Eighth avenue, 
five-story brick building, 25 x 85, silso an unfinished building, trifling 
damage to building. Chief officers present were Deputy and Acting Chief 
of Department William Duane, Acting Deputy Chief of Department Cash- 
man, Chiefs of Battalion Terpeny, Short, Callaghan, and Acting Chief of 
Battalion Lawler. The services of 5 engines and 2 hook and ladder com- 
panies were required, and the duration of the fire was one hour. Origin 
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of fire, lath partitions igniting from plumbers' furnace. The first alarm 
was received at 5.54 o'clock p. m. At 6.07 and 6. 11 p. m., respectively, 
second and third alarms were sent out. 

August 22 — Fire at Nos. 486-488 Water street, seven-story brick 
building, 50 x 25, occupied by cooperage and sweat shops. Fire orig- 
inated on first floor and extended to seventh floor and roof, by elevator 
shaft and stairway, considerably damaging the building. Chief officers 
present were Deputy and Acting Chief of Department Duane, Deputy 
Chief Purroy, Chiefs of Battalion Martin, Guerin, Kruger, and Acting 
Chief of Battalion Devanny. The services of 9 engines and 4 hook and 
ladder companies were required, and the duration of the fire was thirty 
minutes. Origin of fire unknown. The alarm was received at 8.50 
o'clock p. M. 

September 3 — Fire at No. 16 Pell street, four-story brick building, 
25 X 75, occupied as Chinese restaura.nt. Fire originated on second floor 
and extended to third floor, fourth floor and roof, by stairway and light- 
shaft, considerably damaging the building ； also extended to No. 18 Pell 
street, five-story brick building, 25 x 75, occupied as a Chinese grocery 
store, trifling damage to building ； also extended to No. 53 Bayard street, 
a two-story brick building, 15 x 35, occupied as a dwelling, trifling dam- 
age. Chief officers present were Deputy and Acting Chief of Depart- 
ment William Duane, Deputy Chief Ahearn, Chiefs of Battalion Martin, 
Guerin, and Acting Chiefs of Battalion Larkin and Devanny. The ser- 
vices of 6 engines and 3 hook and ladder companies were required. Dura- 
tion of fire, forty minutes. Origin unknown. The first alarm was 
received at 7.24 o'clock a. m. At 7.29 a. m. third alarm was sent out. 
When Chief Martin arrived the fire had full control of all three points 
and was confined to same. Before the arrival of the" Department at fire, 
John Lung Loui, a native of China, aged thirty years, jumped from third 
floor fire-escape and was instantly killed. Two other Chinamen were 
also found suffocated to death. A watch and chain and some Chinese 
coins were found on the fourth floor and turned over to Roundsman Jack- 
son, of the Sixth Precinct, by Chief of Battalion Martin. * 
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September 9 ~ Fire at Nos. 270-272 Pearl street, five-story brick build- 
ing, 50 X 85, occupied by manufacturers of desks. Fire originated on 
third floor and extended to fourth, fifth floors and roof before the arrival 
of the Department, considerably damaging the building. Chief officers 
present were Chief of Department Edward F. Croker, Deputy Chief 
Ahearn, Chiefs of Battalion Martin, Langford, and Acting Chiefs of Bat- 
talion Honan and Larkin. The services of 11 engines and 4 hook and 
ladder companies were required. Duration of fire, three hours and thirty 
minutes. Origin unknown. The first alarm was received at 12.36 
o'clock p. M. At 12.43 and 12.55 p. m., respectively, second and third 
alarms were sent out. 

September 12 一 Fire in railroad yard; One Hundred and Fiftieth and 
One Hundred and Fifty-second streets, between Mott and Park avenues, 
two-story brick building, 200 x 250, occupied as round house by N. Y. 
Central R. R. Fire originated on first floor, slightly damaging building. 
Chief officers present were Chief of Department Edward F. Croker, Act- 
ing Deputy Chief Cashman, Chiefs of Battalion Short, Terpeny, and Act- 
ing Chief of Battalion Lawler. The services of 4 engines and 3 hook 
and ladder companies were required, and the duration of the fire was two 
hours and fifteen minutes. Origin of fire, spontaneous combustion. The 
first alarm was received at 6.52 o'clock p. m. At 7.06 o'clock p. m. third 
alarm was sent out. 

September 15 一 Fire at Nos. 968 to 972 Southern Boulevard, four- 
story brick building, 75 x 125, occupied as piano manufactory. Fire 
originated on fourth floor and extended to roof, considerably damaging 
the building. Chief officers present were Chief of Department Edward 
F. Croker, Deputy Chief Cashman, Chief of Battalion Terpeny, and 
Acting Chiefs of Battalion Sloan and Lawler. The services of 11 engines 
and 3 hook and ladder companies were required. Duration, one hour. 
Origin unknown. The first alarm was received at 6.19 o'clock a. m. At 
6.30 A. M. third alarm was sent out. 
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September 22 — Fire at Nos. 142-150 Worth street, a five-story brick 
(iron front) building, 75 x 75, occupied by press company. Fire orig- 
inated on second floor and extended to third, fourth, fifth floors and roof, 
and adjoining building, through open stairs, belt holes, pipe recesses and 
wooden chutes, and the fire had possession of these points before the 
arrival of the Department, resulting in considerable damage to building; 
also extended to Nos. 142-144 Worth street, a five-story brick (iron 
front) building, 50 x 75, occupied by paper company, trifling damage to 
building. Chief officers present were Chief of Department Edward F. 
Croker, Deputy Chief Ahearn, Chiefs of Battalion Martin, Kruger, 
Kenny, and Acting Chief of Battalion Worth. The services of 14 
engines, 4 hook and ladder companies, i water tower and search-light 
engine i were required, and the duration of the fire was one hour. Origin 
of fire unknown. The first alarm was received at 3.38 o'clock a. m. At 
3.48 A. M. third alarm was sent out. 

September 28 ~ Fire at No. 467 Greenwich street, six-story brick 
building, 25 x 75, occupied by dealers in drugs. Fire originated on sec- 
ond floor and extended to third floor by pipe recesses. Considerable dam- 
age to building. Chief officers present were Chief of Department Edward 
F. Croker, Deputy Chief of Department Ahearn, Chiefs of Battalion 
Martin, Kenny, Kruger, and Acting Chief of Battalion Worth. The 
services of 6 engines and search-light engine, and 3 hook and ladder com- 
panies were required, and the duration of fire was one hour and thirty 
minutes. Origin of fire unknown. The first alarm was received at 8.24 
o'clock p. M. At 8.33 and 8.34 p. m.， respectively, second and third 
alarms were sent out. 

October 2 一 Fire at No. 56 Murray street, five-story brick ( stone 
front) building, 25 x 75, occupied by an incandescent chimney company. 
Fire originated in sub-basement and extended to basement by stairway 
and board partitions; also extended to No. 58 Murray street, a five-story 
brick ( stone front) building), 25 x 75, occupied by dealers in chinaware. 
Trifling damage to both buildings. Chief officers present were Chief of 
Department Edward F. Croker, Deputy Chief of Department Ahearn, 
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Chiefs of Battalion Kruger, Martin and Kenny, and Acting Chief of Bat- 
talion Winter. The services of 13 engines and 4 hook and ladder compa- 
nies were required, and the duration of the fire was forty minutes. Origin 
of fire, lighted match falling into hay. The employees attempted to 
extinguish fire before sending alarm, thereby causing a delay and allowing 
fire to spread. The first alarm was received at 9.13 o'clock a. m. At 
9.17 and 9.21 A. M.， respectively, second and third alarms were sent out. 

October 5 一 Fire at Nos. 268-269 West street, five - story brick build- 
ing, 50 X 90, occupied as paper warehouse. Fire originated on first floor 
and extended to second, third and fourth floors by stairways and hatch- 
ways, considerably damaging the building ； also extended to No. 270 West 
street, five-story brick building, 25 x 90, occupied as machine shops, 
trifling damage to building. Chief officers present were Chief of Depart- 
ment Edward F. Croker, Deputy Chief of Department Ahearn, Chiefs 
of Battalion Kruger, Kenny and Acting Chiefs of Battalion Worth and 
King. The services of 12 engines (including search-light engine) and 
5- hook and ladder companies were required, and the duration of the fire 
was 14 hours and 35 minutes. Origin of fire unknown. The first alarm 
was received at 2.57 o'clock a. m. At 3.03 and 3.06 a. m., respectively, 
second and third alarms were sent out. 

October 6 ~ Fire at No. 35 East Fifty-eighth street, four-story brick 
building, 25 x 50, occupied as carpenter shop. Fire originated on first 
floor and extended to second, third and fourth floors before the arrival 
of Department, considerably damaging building ； also extended to Nos. 
37-39 East Fifty-eighth street, three-story brick building, 50 x 50, occu- 
pied by steam heating company as work shop, destroying building ： also 
extended to No. 41 East Fifty-eighth street, eight-story brick builcliiig, 
50 X 75, unoccupied, trifling damage to building ； also extended to No. 623 
Madison avenue, two-story brick building, 25 x 135, occupied as Lenox 
Lyceum, trifling damage to building ； also extended to Nos. 47-49 East 
Fifty-ninth street, occupied as a butcher shop, trifling damage to building. 
Chief officers present were Chief of Department Edward F. Croker, Act- 
ing Deputy Chief Cashman, Chiefs of Battalion Farrell, Binns, Bresnan 
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and Acting Chief of Battalion Beggin. The services of 8 engines ( includ- 
ing Search-light Engine 2) and 4 hook and ladder companies were 
required, and the duration of the fire was 9 hours and 45 minutes. Origin 
of fire unknown. The first alarm was received at 2.53 o'clock a. m. At 
.3.01 and 3.05 A. M., respectively, second and third alarms were sent out. 

October 8 ~ Fire at No. 202 Front street, five-story brick building, 
25 X 75, occupied as a desk company. Fire originated on first floor and 
extended throughout building by elevator and stairway, considerably 
damaging the building ； also extended to No. 203 Front street, five-story 
•brick building, 25 x 75, same occupants, trifling damage to building. 
Chiei officers present were Chief of Department Edward F. Croker, Dep- 
uty Chief of Department Ahearn, Chiefs of Battalion Martin, Kenny, 
Guerin and Acting Chief of Battalion Honan. The services of 10 engines 
(including Search-light Engine i), i water tower and 4 hook and ladder 
•companies were required, and the duration of the fire was i hour and 30 
minutes. Origin of fire unknown. The first alarm was received at 1.20 
o'clock A. M. At 1.23 and 1.37 a. m., respectively, second and third alarms 
were sent out. The fire had possession of the building before the arrival 
of the Department. 

October 19 ~ Fire at Nos. 235-245 Sixth avenue, four-story brick (iron 
front) building, 25 x 100, occupied by dealers in furniture and carpets. 
Fire originated in basement and extended throughout building before the 
arrival of the Department, considerably damaging the building ； also 
-extended to No. 109 West Fifteenth street, a four-story brick building, 
25 X 100, same occupants, considerably damaging building. Chief officers 
present were Deputy Chiefs of Department Duane and Purroy, 
'Chiefs of Battalion Burns, Kenny, Gooderson, Langford and Acting 
Chief of Battalion Winter. The services of 13 engines, 4 hook and ladder 
companies and i water tower were required, and the duration of the fire 
was 5 hours. Origin of fire unknown. The first alarm was received at 
5.58 o'clock A. M. At 6 and 6.07 o'clock a. m., respectively, second and 
third alarms were sent out. 
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October 22 — Fire at No. 151 Grand street, five-story brick building, 
25 X 100, occupied by dealers in drygoods. Fire originated on third floor 
and extended to fourth and fifth floors and roof by elevator shaft, trifling 
damage to building. Chief officers present were Chief of Department 
Edward F. Croker, Deputy Chiefs of Department Ahearn and Eurroy, 
Chiefs of Battalion Martin, Kenny, Guerin and Langford. The services 
of 13 engines (including search-light engine), 4 hook and ladder com- 
panies and I water tower were required, and the duration of the fire was 
40 minutes. Origin of fire unknown. The first alarm was received at 
5. II o'clock A. M. At 5.14 p. M. third alarm was sent out from Station 
186. 

October 25 ― Fire at No. 25 Park place, five-story brick, granite front 
building, 25 x 200, occupied by manufacturer of rubber supplies. Fire 
originated in and was confined to sub-basement of building, slightly dam- 
aging same. Chief officers present were Chief of Department Edward F. 
Croker, Deputy Chief Ahearn, Chiefs of Battalion Kruger, Kenny, L^ing- 
ford and Acting Chief of Battalion King. The services of 13 engines, 
including Search-light Engine i, and 4 hook and ladder companies were 
required, and the duration of the fire was 2 hours. Origin of fire unknown. 
Station 64, sent out by citizen. Several members of the Department were 
overcome by heat, smoke and gas. The first alarm was received at 7.39 
o'clock p. M. At 7.45 and 7.50 p. m., respectively, second and third alarms 

St 

were sent out. 

October 31 一 Fire at Nos. 54-56 Worth street, five-story brick building, 
50 X 250, occupied by drygoods concern. Fire originated in subcellar and 
extended to cellar and first floor through open stairway and shaft holes, 
slightly damaging building. Chief officers present were Chief of Depart- 
ment Edward F. Croker, Deputy Chief of Department Purroy, Chiefs of 
Battalion Martin, Kruger, Langford and Acting Chief of Battalion 
Larkin. The services of 15 engines (including search-light engine) and 
5 hook and ladder companies were required, and the duration of the fire 
was 4 hours. Origin of fire unknown. The first alarm was received at 
5.54 o'clock p. M. At 5.58 and 6.02 p. m., respectively, second and third 
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alarms were sent out. Several members of this Department were over- 
come by heat, smoke and gas at this fire. 

November 13 一 Fire at Nos. 750-752 Eighth avenue, four-story brick 
building, 50 x 75, occupied by wholesale grocers. Fire originated on 
second floor and extended to third and fourth floors and roof, by elevator • 
shaft and floor openings, considerably damaging the building. Chief 
officers present were Chief of Department Edward F. Croker, Acting Dep- 
uty Chief John J. Cashman, Chiefs of Battalion Binns, Farrell, Ross, 
Gooderson, and Acting Chief of Battalion Skelly. The services of 12 
engines, including Search-light Engine 2, 4 hook and ladder companies and 
I water tower were required, and the duration of the fire was two hours. 
Origin of fire unknown. The first alarm was received at 10.24 o'clock 
p. M. At 10.30 and 10.33 p. m., respectively, second and third alarms 
， were sent out. 

November 20 ~ Fire at No. 87 Fulton street, five-story brick (stone 
front) building, 25 x 60， occupied by dealers in sponges. Fire originated 
in basement and extended to first floor by stairway, trifling damage to 
building. Chief Officers present were Chief of Department Edward F. 
Croker, Chiefs of Battalion Kruger, Martin, Kenny, and Acting Chief of 
Battalion Worth. The services of 7 engines and Search-light Engine i 
and 4 hook and ladder companies were required, and the duration of the 
fire was twenty minutes. Origin of fire unknown. The first alarm was 
received at 9.14 o'clock p. m. At 9.23 and 9.28^^ o'clock p. m., respect- 
ively, second and third alarms were sent out. 

November 20 ~ Fire at No. 63 Ann street, five-story brick building, 
25 X 80, occupied by manufacturers of office furniture. Fire originated 
in sub-basement and extended to basement by means of stairway and holes 
in floor, trifling damage to building. Chief officers present were Chief of 
Department Edward F. Croker, Deputy Chief of Department Thomas J. 
Ahearn, Chiefs of Battalion Kruger, Martin, Kenny and Langford. The 
services of 10 engines and Search-light Engine i and 4 hook and ladder 
companies were required, and the duration of the fire was one hour and 
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thirty minutes. Origin of fire unknown. The first alarm was received 
at 1.30 o'clock A. M. At 1.37 and 1.44 o'clock a. m.， respectively, second 
and third alarms were sent out. 

November 28 ~ Fire at Nos. 52-56 Harrison street, four-story brick 
building, 60 X 70, occupied as feed store. Fire originated on second floor 
and extended to first, third and fourth floors, through hatchways and 
archways, considerably damaging the building. Chief officers present 
were Chief of Department Edward F. Croker, Deputy Chief of Depart- 
ment Purroy, Chiefs of Battalion Kruger, Martin, Langford, and Acting 
Chiefs of Battalion Larkin and Devanny. The services of 14 engines 
and 4 hook and ladder companies were required, and the duration of the 
fire was two hours. Origin of fire unknown. The first alarm was 
received at 2.19 p. m. At 2.25 and 2.38 o'clock p. m., respectively, second 
and third alarms were sent out. 

November 28 ~ Fire at No. 459 East Tenth street, a one-story brick 
building, 25 x 65, occupied by dealers in lumber. Fire originated on first 
floor and extended to roof by way of shutes and belt holes, considerably 
damaging building ； also extended to Nos. 461-465 East Tenth street, 
seven-story brick building, 75 x 100, occupied by dealers in veneer, de- 
stroying same; also extended to No. 467 East Tenth street, a one-story 
and attic brick building, 25 x 100, same occupants, slightly damaging 
building; also extended to Nos. 822-824 East Eleventh street, a one-story 
and attic frame building, 50 x 75, same occupants, slightly damaging 
building ； also extended to Nos. 818-820 East Eleventh street, three-story 
brick building, occupied by Standard Oil Company, as a store-house, 
destroyed, by reason of rear walls of Nos. 461-465 East Tenth street fall- 
ing into oil warehouse; also extended to No. 826 East Eleventh street, 
four-story brick building, 25 x 60, occupied as a dwelling and veneer mill 
factory, destroying building; also extended between Eleventh street and 
East river, 200 x 100, occupied as lumber-yard, destroying same; also 
extended to between Eleventh and Twelfth streets and East river, one- 
story frame building, occupied by Mutual Gas Company, as coal sheds, 
destroying same ； also extended to Tenth street and East river, piling of 
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Greenpoint Ferry slip, trifling damage ； also extended to between Tenth 
and Eleventh streets, East river, two-story brick building, 25 x 50, occu- 
pied as a stable, destroying same; also extended to between Tenth and 
Eleventh streets, East river, to thirty trucks and wagons owned by 
Standard Dairy Company, destroying same. Origin of fire unknown. 
Chief officers present were Chief of Department Edward F. Croker, Dep- 
uty Chief of Department William Duane, Chiefs of Battalion Guerin, 
.Burns, Ross, Martin, and Acting Chiefs of Battalion Brogan and Larkin. 
The services of 21 engines and Search-light Engine 1， 6 hook and ladder 
companies and i water tower were required, and the duration of the fire 
was about thirty-eight hours. Special calls were sent for fire-boat 
" David A. Boody ，， ( Eng. 132), Eng. Cos. 14 and 17, H. & L. Cos. 3, 5, 
II and 21. Several firemen were injured at this fire, and thousands of feet 
of hose were burst, destroyed and burned, together with various imple- 
ments and tools. The first alarm was received at 5.33 o'clock p. m. At 
5.36 and 6.06 o'clock p. m., respectively, third and fourth alarms were 
sent out. The original fire was practically under control and prepara- 
tions for washing down were being made when the above-mentioned rear 
wall fell into warehouse of Standard Oil Company, demolishing that 
building and the tanks it contained, releasing a large quantity of inflam- 
mable oils which ran in a river of fire down East Eleventh street, destroy- 
ing everything in its path. This was the cause of fire extending to the 
Hagemeyer properties, mills, lumber-yards and stables ； also to the coal 
piles of the Mutual Gas Company, containing io，ooo tons of coal, destroy- 
ing two bulkheads and two docks and their contents. The flow of oil 
cut off the crew of the fire-boat " The New Yorker ，， (Eng. Co. 57), from 
their boat, enveloping the boat in flames, but after a desperate effort the 
boat was rescued from imminent destruction. Several thousand feet of 
hose of all sizes were destroyed by the flow of oil fire, and companies ren- 
dered temporarily helpless until other lines could be stretched to take the 
place of those destroyed. 

November 30 ~ Fire at Nos. 117-119 Prince street, six-story (iron 
front) building, 50 x 75, occupied by manufacturers of ladies' waists. 
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Fire originated on fourth floor and extended to fifth and sixth floors by 
means of stairways, waste-pipes and flooring, slightly damaging building. 
Chief officers present were Chief of Department Edward F. Croker, Dep- 
uty Chief of Department Ahearn, Chiefs of Battalion Kenny, Langford, 
Guerin, and Acting Chief of Battalion King. The services of 13 engines 
and search-light engine, 3 hook and ladder companies and i water tower 
were required, and the duration of the fire was one hour and thirty min- 
utes. Origin of fire unknown. The first alarm was received at 5.47 
o'clock A. M. At 6.01 and 6.06 a. m., respectively, second and third 
alarms were sent out. 

December 10 ~ Fire at No. 1237-1239 Broadway, five-story brick 
building, 40 x 150, occupied as dancing school. Fire originated on second 
floor and extended to third, fourth and fifth floors, considerably damaging 
building. Also extended to Bijou Theatre through opening in doors. Chief 
officers present were Chief of Department Edward F. Croker, Deputy 
Chief of Department Charles D. Purroy, Chiefs of Battalion Ross, Binns, 
Gooderson and Acting Chief of Battalion Coleman. The services of 7 
engines and search-light engine and 4 hook and ladder companies were 
required, and the duration of the fire was 20 minutes. Origin of fire 
unknown. The first alarm was received at 6.07 o'clock p. m. At 6.12 
o'clock p. M. third alarm was sent out. 

December 12 一 Fire at No. 198 Broadway, six-story brick (granite 
front) building, 25 x 100, occupied by manufacturers of labels and tags. 
Fire originated on third floor and extended to second, fourth, fifth and 
sixth floors, through light shaft, considerably damaging building. Also 
extended to " Evening Post" roof awning, Nos. 206-210 Broadway, 
trifling damage to building. Chief officers present were Chief of Depart- 
ment Edward F. Croker, Deputy Chiefs Ahearn and Purroy, Chiefs of 
Battalion Kruger, Martin, Kenny and Acting Chief of Battalion Worth. 
The services of 13 engines and i search-light engine, 4 hook and ladder 
companies and i water tower were required, and the duration of the fire 
was 2 hours and 30 minutes. Origin of fire unknown. The first alarm 
was received at 1.35 o'clock a. m. At 1.46 a. m. third alarm was sent out. 
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December i8 ~ Fire at Nos. 1715-1717 Broadway, a two-story brick 
building, 50 x 60, occupied as a rubber tire factory. Fire originated on 
first floor and extended to second floor and roof before the arrival of the 
Department, considerably damaging the building ； also extended to Nos. 
1 709-1713 Broadway, a six-story brick building, 75 x 100, occupied as a 
carriage factory, considerably damaging the building ； also extended to 
1 7 19- 1 723 Broadway, a five-story brick building, 75 x 90, occupied as 
stables, slightly damaging the building. Chief officers present were Chief 
of Department Edward F. Croker, Acting Deputy Chief Cashman, Chiefs 
of Battalion Farrell, Ross, Gooderson, Burns and Acting Chief of Bat- 
talion Skelly. The services of 17 engines and Search-light Engine 2, 5 
hook and ladder companies and i water tower were required, and the 
duration of the fire was i hour and thirty minutes. Origin of fire un- 
known. At II. 18 o'clock p. M. the first alarm was received. At 11. 33, 
11.39 and 11.48 p. M., respectively, second, third and fourth alarms were 
sent out. 

December 19 ~ Fire at No. 152 Orchard street, five-story and base- 
ment brick building, 25 x 65, occupied as dwelling and store. Fire 
originated in basement and extended to first floor by stud partitions, 
slightly (Jamaging the building. Chief officers present were Chief of 
Department Edward F. Croker, Deputy Chiefs Duane and Ahearn and 
Chiefs of Battalion Guerin, Martin and Acting Chief of Battalion Worth. 
The services of 2 engines and 3 hook and ladder companies were required, 
and the duration of the fire was i hour. Origin of fire unknown. The 
first alarm was received at 2.57 o'clock a. m. A second alarm was ordered 
to be sent out by Foreman Hanbury for this fire, but as there were no 
companies to respond, the operator at headquarters sent out a third alarm 
from Station 224 at 3.05 o'clock a. m. 

December 22 ― Fire at Nos. 22-26 Reade street, six-story brick (stone 
front) building, 75 x 75, occupied for business purposes. Fire originated 
in stabcellar and extended to cellar, first, second, third, fourth, fifth and 
sixth floors by means of belt holes and elevator shaft, considerably damag- 
ing the building. Chief officers present were Chief of Department Edward 
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F. Croker, Deputy Chief of Department Ahearn, Chiefs of Battalion Martin, 
Kruger, Kenny, Langford and Acting Chief of Battalion Devanny. The 
services of 13 engines and Search-light Engine i, 7 hook and ladder com- 
panies and I water tower were required, and the duration of the fire waa 
4 hours and 30 minutes. Origin of fire unknown. The first alarm was 
received at 2.31 o'clock p. m. At 2.35 and 2.38 o'clock p. m.， respectively, 
second and third alarms were sent out; also special calls for Hook and 
Ladders 5, 15 and 20. 

December 30 ~ Fire at One Hundred and Seventy-sixth street, 
between Audubon and Eleventh avenues, four-story stone building, 70 x 
250, occupied as a juvenile asylum. Fire originated in basement, slightly 
damaging the building. Chief officers present were Chief of Department 
Edward F. Croker, Deputy Chief of Department Duane, Chiefs of Battal- 
ion Terpeny, Short and Acting Chiefs of Battalion Gray and Lawler. The 
services of 2 engines and i hook and ladder company were required, and 
the duration of the fire was 25 minutes. Origin of fire unknown. The 
first alarm was received at 9.44 o'clock a. m. At 9.48 and 9.51 a. m., 
respectively, second and third alarms were sent out. Foreman Siegman, 
of Engine 67, reports that when he arrived at fire the front basement was 
charged with fire, and sent second alarm from Box 884, and receiving no 
response, sent Fireman Ward, of Engine 67, to send third alarm from 
Box 885. 

December 31 一 Fire at No. 91 Crosby street, six-story brick building, 
25 X 125, occupied by manufacturers of paper boxes. Fire originated on 
fourth floor and extended to fifth floor through flooring and waste pipes, 
slightly damaging building. Chief officers present were Chief of Depart- 
ment Edward F. Croker, Deputy Chief of Department Ahearn and Chiefs 
of Battalion Kenny, Langford, Martin and Guerin. The services of 9 
engines and Search-light Engine i, 4 hook and ladder companies and i 
water tower were required, and the duration of the fire was i hour and 15 
minutes. Origin of fire unknown. The first alarm was received at 3.34 
o'clock A. M. At 3.43 and 3.57 o'clock a. m.， respectively, second and 
third alarms were sent out. 



70 



Appointments to the Uniformed Force, 1901. 

Date. Name. Position. Company. 

Jan. I. Stephen W. Shea Probationary Fireman Engine 6. 

" I. John T. Meaney " ** 29. 

" I. Charles B. Martin " Hook and Ladder 5. 

" I. Timothy J. Curtin " Engine 13. 

" I. John J. Moran " " 28. 

" I. John C. Cregan " " 26. 

" I. Daniel L. Foley " " 25. 

" I. Felix J. Dolan " " 29. 

" I. William Stumpf " Hook and Ladder 10. 

" X. William J. Mulvey " Engine 4. 

" I. John F.Tierney " " 31. 

" I. Gustave J. Dressier, Jr " " 30. 

*' I . John Schreiber •' Hook and Ladder 3. 

*' I. Luke Flanagan " Engine 34. 

" I. Andrew F. King " " 18. 

" X. William J. Cook " " 20. 

" I. John Casey " Hook and Ladder 10. 

" I. Hamilton B. Rider " " 4. 

" I. Matthew P. Fitzpatrick " " 18. 

" I. Stephen A. Healy " Engine 33. 

" I. Patrick J. Sullivan " Hook and Ladder 4. 

" I. James F. McKiernan " Engine 20. 

" I. James F. Condren " " 17. 

" I. John J. Sheridan " " 55. 

" I. Denis T. Sullivan " Hook and Ladder 2. 

" I. Robert A. Jackson , " Engine 12. 

" I. George F. C. Hauser " Hook and Ladder 18. 

" I. James M. Roche " " 2. 

" I. William J. D'Brien '* Engine 13. 

" I. Leo E. Kneissl " 13. 

" I. Elmer Mustard " " 26. 

** I. James Mathews " " 32. 

" I. William J. Boyd " Hook and Ladder 4. 

** I. Edward A. Harmon '* Engine 3. 

" I. William F. Purdy " Hook and Ladder 5. 

'* I. Benjamin A. Redmond " Engine 3. 

" I. James F. McCormick " " 13. 

" I. William G. Walters " Hook and Ladder 7. 

" I. Richard H. Rau " Engine 23. 

" I. William Sythes " " 20. 
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Date. 
Jan. I. 



II 


I. 




I. 




I. 




19. 


Feb. 


I. 




II. 


Mar. 


I. 




I. 




I. 




I. 




I. 




I. 




I. 




I. 




I. 




I. 




I. 




I. 




I. 




I. 




15- 


June 


8. 




8. 


14 


8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 




8. 



Michael Nugent 

Louis Lange 

Daniel Healy 

James B. Mulholland. . 

James J. Coyle 

John J. McDermott. . . . 
Lawrence C. Meyers . . . 

Joseph Pitts 

John A. Edwards 

Frank A. Lenehan. . . . 

Patrick J. Marron 

Edward V. Halpin ... . 

Patrick Cotter 

Thomas £. Fitzpatrick. 
James F. Lynch, Jr. . . . 

Peter J. Nolan 

George C. Karr 

Martin S. Tarpy 

Bernard F. Bradley • . . 

John J. Ward 

Robert W. Farrell 

Joseph J. Paul 

Joseph Tvrdy 

Martin W. Renck 

Thomas J. Cahill 

William C. Leonard . . 

John A. Slowey , 

John J. Power 、 

William J. Egan 

Patrick J. Golden. . . . 

Michael Clancy 

George J. Murphy. . . . 
John H. Spannhake. . 
William Brown 



Name. Position. Company. 

Thomas Porter Probationary Fireman Engine 6. 

Thomas J. Brady " " 30. 

Frank R. Downs " " 34. 

Peter A. Clarkin " " 2. 

Isaac S. Booth " Hook and Ladder i. 

Frank Nolan " " 20. 

Thomas D. Murray " " li. 

Charles A. Miller " Engine 14. 



14. 

25- 
32. 



, Hook and Ladder 9. 
.Engine 54, 

. " 33- 

, Hook and Ladder 2. 
Engine 54. 

3。' 
33- 
" 72. 
Hook and Ladder i8. 

Engine 19. 

" 13. , 
, Hook and Ladder 2. 

.Engine 30. 

, " 8. 

. Hook and Ladder 8. 

" 21. 

Engine 31. 

19. 

21. 

7. 
12. 

55- 

Hook and Ladder 3. 

Engine 14. 

, Hook and Ladder 2. 

, Engine 12. 

. Hook and Ladder 6. 

18. 
18. 
Engine 13. 



14 



it 



Date. 
June 8. 



i i 



8. 




Q 
0. 




0. 




Q 
0. 


14 


0. 




Q 
0. 




fi 

o« 




Q 
0. 




8. 




8. 




8. 




II. 




II. 




12. 




13' 




14. 


July 15. 




IS- 




IS. 




IS- 




IS- 




15. 




IS- 




IS- 




15. 




IS- 




IS- 




IS- 




IS. 




15. 




IS- 




IS- 




IS- 




IS- 




15. 




IS- 


it 


IS- 


" 


20. 


It 


20. 


Aug. 
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Name. Position. Company. 
James T. Brown Probationary Fireman Engine 10. 



Anthony D. Diamond 

Edward S. Dolan 

James F. Gilligan 

Edward Behlmer 

Bartholomew J. Mahoney 

Patrick J, Smith 

Ernest J. Greiger , 

Luke Henry 

John W. Ma chow 

Philip E. Reville, Jr 

John J. Kahrs 

George Seebald 

Francis J. Heising 

♦John W. Hoelzel 

Henry G.J. Misfeldt 

Edward R. Flanagan . . . . 

James M. Farry 

Thomas J. Crossin 

Michael J. Callahan , 

John Hughes 

Joseph W. Finnegan 

Kevin F. O'Toole , 

Joseph C. Hcep 

William G. McClintock.. , 

Joseph P. Calnan , 

James F. Campbell , 

Andrew C. Carroll 

Thomas M. Ruddy 

John J. Dempsey 

John Bostwick 

Robert E, Norman ...... 

George G. Lepre 

William Noble 

Henry £. Eichler 

Peter F. Condon 

Thomas V. McCrimlisk . . 

William O'Keefe 

Patrick Brady 

James Horan 

Charles Funk 



(I 



17. 
*• 10. 

,Hook and Ladder 11. 

, Engine il. 

" 34. 
Hook and Ladder 21. 

Engine I. 

Hook and Ladder 10. 



Engine 9. 

, Hook and L&dder 24. 
Engine 11. 

, Hook and Ladder 18. 

" 21. 
- Engine 33. 
, Hook and Ladder 18. 

• Engine 26. 

• " 29. 

Hook and Ladder 18. 
Engine 20. 



. "Hook and Ladder 15. 

Engine 4. 

" 2. 

… " 13- 
…- " 33- 
• … 19. 

" 29. 

, " lO. 

Book and Ladder 15. 

" 8. 

—— Engine 55. 

12. 

3- 

,Hook and Ladder 24. 
Engine 27. 

. Hook and Ladder 24. 

" 8. 
. Engine 13. 
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Failed of appointment a， 4th grade Fireman. 
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Date. 


Name. 


Position. 


Company. 


Aug. 








. . . Engine i8. 




I. 






Hook and Ladder 2. 






Charles P. Cavanagh 














.... Hook and Ladder 5. 




I' 






Engine 8. 


44 




Wardell Van Loan 




…. " 32. 








. . '* 


. Hook and Ladder 2. 




/• 


Charles J 攀 Murphy 




. . Engine 6. 






William F. Wolf 




" 10. 




12. 


Thomas W. Manley 




…- " 33. 


Oct 




John J. McAuliffe 


It 


•••• " 15. 


xNOV. 


2m 






, Hook and Ladder 8. 


JJec. 


lO. 






Engine 28. 




IO« 


Patrick Walsh 




… • " 7- 




lOm 


Francis J. Hurley 




.... " 25. 




lO. 






…- *' 4. 




督 

lO. 


Charles W. Rankin 


■ ♦ • " . . . 


" 2. 




lO. 


James F. Daly 




•••• " 31' 




zo. 


Alex. F. Stapleton 








lO. 


John E. O'Keefe 


攀婦肇 " . . . . 


… • " 24. 




雷 八 

lO. 


John J. Monahan 




** 20. 




lO. 


Martin J. Humphreys 




, Hook and Ladder 5 , 




T 八 


Charles Hofmann 




" 21. 




IO« 


William A. Stack 




Engine 15. 






Andrew S. Hyland 


…暴 " . . . . 


" 18. 




嘗 A 

IO« 




... " .... 


Hook and Ladder 9. 




lO. 






" 10. 




IO， 










雪 






Hook and Ladder i. 




IO« 


John J. Murray 




…- " 15. 




【o. 


Denis McNamara 




Engine 20. 




lO. 






Hook and Ladder 15. 




竇 

lO. 


Thomas J. Cunningham 


. . " , . . 






lO. 


Joseph H. Banks 




• … " 5. 


• » 


lO. 


Joseph H. White 


it 


… • " 29. 




lO. 






…. " 27. 




lO. 


Cornelius J. CuDningham . 




.... " 9- 




lO. 






• ••• " 30- 




lO. 










10. 






Engine 33. 




lO. 






, " 21. 




lO. 
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Date. Name. Position. Company. 、 

Dec. 10. Samuel K. Chapman • Probationary Fireman Engine 26. 

" 10. John H. Bart ley " Hook and Ladder 3. 

" 10. George J. Hublitz " " 24, 

" 10. George A. Sammons " Engine 32. 

" 10. Charles A. Rinscbler. • • " " 28. 

" 10. Philip W. Hublitz " Hook and Ladder 18. 

" 10. Frederick S. Pless " " 12. 

" 10. Arthur H. Walsh " " 10. 

" 10. George W. Dougherty " Engine 72. 



Appointment of Fourth Grade Firemen. 

During the year 1901, one hundred and thirty-two ununiformed fire- 
men, having satisfactorily completed their probationary period of service, 
were appointed firemen of fourth grade. 



Appointment of Chaplain. 

One Chaplain (without compensation), with rank of Battalion Chief, 
was appointed January 21, 1901, to fill a vacancy caused by resignation. 



Promotions in Uniformed Force, 1901. 



Date. 



an. 



Name. 



Edward J. Worth 

John Walker 

William E. Lawrence, |_ 

Joseph Beshinger 

Thomas J. McGowan • . 
Thomas A. Sherry. . . • 
Joseph F. Hennessey.. 
Edward S. Sweeney. . . 

Tames T. Moore 

Robert McEvoy 

Thomas J. McGrath... 

John E.CNeill 

James Foley 

Charles Majowsky 

Patrick Barry, No. i . , 



Position and Company from. 



Assistant Foreman, Engine 27 

Assistant Foreman, Engine 24 

Assistant Foreman, Engine 30 

Assistant Foreman, Hook and Ladder zx. 

Fireman zst grade, Engine 41 

Fireman 】 st grade, Engine 49 

Fireman ist irrade, Engine 14 

Fireman 1st grade, Hook and Ladder 4. j 

Fireman ist grade. Engine 17 

Fireman zst grade, Engine 6 

Fireman xst grade, Engine 44 

Fireman zst grade, HoqIc and Ladder 7. | 

Engineer of Steamer, Engine 65 

Fireman ad grade. Hook and Ladder 10. . 
Fireman xst grade, Engine 16.... 



Position and Company to. 



Foreman, Engine 18. 
Foreman, Engine 33. 
Foreman, Engine 17. 
Foreman, Hook and Ladder ix. 
Assistant Foreman, Engine 31. 
Assistant Foreman, Engine 37. 

Assistant Foreman, Engine 3. 

Assistant Foreman, Hook 
Ladder 21. 

Assistant Foreman, Engine 12. 
Assistant Foreman, Engine 25. 

Assistant Foreman, Engine 27. 

Asfistant Foreman, Hook and 
Ladder 11. 

Assistant Foreman, Engine 4. 
Engineer of Steamer, Engine 19. 
Engineer of Steamer, Engine 8. 



^7 r- 

/0 



Datk. 



Jan. 


1 


Feb. 




















• 1 




Apr. 


lO 




lO 




to 




»5 




15 




a 




a 


May 








June 






， 
















Q 






Q 

o 




8 




o 
O 




8 




8 




8 




8 


















Aug. 


















F. A. Hcmn»seD 

Michael E. Kenny 

Daniel W. Price 

Harry A. Bohme 

Thomas G . Darling 

Edward J. Bryan 

Thomas R.Langford. .. 
Frank H.McNichol... 

George Flynn 

William Githens 

Daniel A. Flaherty 

Francis Brennan 

Samuel F. Poling 

Joseph Kratochvil 

John F. Walsh 

Vincent Byrne 

Patrick Hanbury 

Patrick J. Graham . . . . 

James Flaherty 

James P. Doonan 

William B. Kirchner. . . 

John N. Hartman 

Martin Morri<ton 

James J. Convey 

Henry Kraetzer 

James J. Byrnes 

John Fredcnberg 

George J. Irving 

♦George J. Fox 

William J. Dimbleby.. 

George F. Degen 

Anthony J. Stewart. . . . 

Gcorje Dunn 

William H. McCarthy. 

Jo'in H. Corr 

Charles J. McCartie... 
William J. Schuster. . . 



Position and Company fkom. 



Fireman 3d grade, Hook and Ladder 9. •• 

Firemao ad grade, Engine 3， 

Fireman 1st grade, Engine 54."" 

Fireman ist grade, Engine 14 

Firemin ist grade, Engin: 7a 

Fireman ad grade, Engi.ie 25 

Foreman^ Engine 33 

Fireman ad grade. Engine 33 

Fireman 2d grade. Engine at 

Fireman ad grade, Hook and Ladder 10.. 

Ftreman "t grade. Engine 16 

Fireman ad grade, Engine z6 

Assistant Foreman, Engine 7a 

Fireman t%t grade, Hook and Ladder 3... 

Engineer, Er.gine 72 

Fireman 2d grade. Hook and Ladder 18... 
Assistant Foreman, Hook and Ladder 13.. 
Assistant Foreman, Hook and Ladder 7.. 

Assistant Foreman, Engine 47 

Assistant Foreman, Engine 11 

Assistant Foreman, Engine a8 

Fireman ist grade. Engine 57 

Assistant Foremin, Engine 35 

Fireman zst grade, Hook and Ladder 18.. 

bnfrineer, Engine 7 

Fireman sst grade. Hook and Ladder 11... 
Fireman ist grade, Hook and Ladder x(... 

Fireman ist grade, Engine 4 

Assistant Foreman, Engine 14 , 

Fireman 2d grade, Engine i 

Fireman ist grade, Engine 3 , 

Fireman ist grade, Engine z8 

Fireman ist grade. Hook and Ladder 5. . . | 
Fireman ist grade, Hook and Ladder S. 「 
Fireman ist grade, Hook and Ladder 16 | 
Fireman xst grade. Hook an J Ladder a. . . 
Fireman ist grade, Engine 40 



Pi ism w AND Company to. 



Engineer of Steamer, Engine 65. 
Engineer of Steamer, Engine 50. 
Engineer of Steamer, Engine ao. 
Engineer of Steamer, Engine 14. 
Engiaeer of Steamer, Engine 11, 
Engineer of Steamer, Engine 16. 
Chief Fifth Battalion. 
Engineer o< Steamer, Engine 3a. 
Engineer ot Steamer, Engine 8. 
Engineer of Steamer, Engine 16. 
Engineer of Steamer, Engine 16. 
Engineer of Steamer, Engine 15. 
Foreman, Engine xo. 
Assistant Foreman, Engine 30. 
Assistant Foreman, Engine 31. 
EngiDcer of Steamer, Engine 30. 
Foreman, Hook and Ladder 18. 
Foreman, Hook and Ladder 35. 
Foreman. Engine ai. 
Foreman, Engine 37. 
Foreman, Engine as. 
Assistant Foreman, Engine 57. 

Foreman, Engine 16. 

Assistant Foreman, Hook and 
Ladder 7. 

AsMstant Foreman, Engine 14. 
Assistant Foreman, Engine 17. 
Assistant Fo emnn, Engine 35, 
Assistant Foreman, Engine 13 
Foreman, Enpne 19. 
Engineer of Steamer. Engine 7. 
Engineer of Steamer, Enfcioe 19. 
Engineer of Steamer, Engine 54. 

Assistant Foreman, Engine 30. 

Assistant Foreman, Hook and 

Ladder 10. 
Assistant Foreman, Hook and 

Ladder 5. 

Assistant Foreman, Engine 9. 
Assist int Foreman, Engine zz. 



* Promoted for heroic and meritorious conduct, pursuant to a decision ot the Court of Appeals. Pro motioo 
rescinded Scprcmber 3, 1901. 
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Date. 



Aug. 



4t 



Name. 



4* 



« 



Sept. 
Oct. 



Nov. 
Dec. 



6 

9 
9 
9 
9 
9 
9 



Joseph Connolly 

Charles Bundrick 

Edward F. Ryan 

Edward S. Root 

Benjamin C. Curren . • • 
William P. Lawless. . . 

William Hall 

James Colemau 

William Bauer 

Seneca Larke, Jr 

Michael J. Ni ven . . . . 

John T. Trainor 

Joseph A. Dooley 

Benjamin F. Hobbs. . . 

George Quaid 

Henry Hauck 

William F. McCarthy 
William F. Williams . 
Joseph C. Donovan... 
Henry H. Scherb. . . . 
Patrick T. Lenlhan • • . 
Peter Andrews, Jr... 

Owen McKernan 

Bartow J. Galvin 

James J. Hayes 

John H. Wubbcnhorst 
Charles F, Dodenhoff. 

Thomas Moore 

Charles McCarthy. . . . 

George Rublcy 

Charles G. Davies. . . . 



Position and Company from. 



Engineer of Steamer, Engine 43 

Engineer of Steamer, Engine 4 

Assistant Foreman, Engine 8 

Assistant Foreocan, Engine 55 

Assistant Foreman, Engine 39 

Fireman ad grade. Engine 13 

Fireman ad grade. Engine 8 

Fireman zst. grade, Engine 58 

Fireman 2d grade, Hook and Ladder 2 

Fireman sd grade. Engine x8 

Fireman 2d grade. Engine xa 

Fireman 2d grat'e, Engine 32 

Fireman xst grade, Engine 15 

Fireman ist grade. Hook and Ladder 24 | 
Fireman ist grade. Hook and Ladder 7. . . 

Assistant Foreman, Engine 29 

Fireman 2d grade, Hook and Ladder 12. . . 

Fireman xst grade, Engine 9 

Fireman ist grade, Engine 36 

Fireman ist grade. Hook and Ladder 31. • 

Engineer of Steamer, Engine 3 

As»i»tant Foreman, Engine 74 

Assistant Foreman, Hook and Ladder 22 

Assistant Foreman, Engine 55 

Assistant Foreman, Engine 58! 

File man ist grade, Engine :8 

Fireman zst grade, Engine 112 

Fireiran ist grade, Engine iii 

Fireman ist grade. Engine 163 

Firemr n ist grade, Engine 135 

Fireman ist grade, Hock and Ladder 69. . 
Fireman xst grade, Engine 146 



Position and Company to. 

Assistant Foreman, £ngine 74, 
Assistant Foreman, Engine 7. 
Foreman, Engine 8. 
Foreman, Engine 18. 
Foreman, Engine 54. 
Engineer of Steamer. Engine 30. 
Engineer of Steamer, Engine 93. 
Eng'necr of Steamer, Engine 59. 
Engineer of Steamer, Engine 31. 
, Engineer of Steamer, Engine 54. 
Engineer of Steamer, Engine 4. 
Engineer of Steamer, Engine 33. 

Assistant Foreman, Engine zx. 

Engineer of Steamer, Hook and 
Ladder 24. 

Assistant Foreman, Engine 18. 
Ft^remnn, Engine 65. 
Engineer of Steamer, Engine 8. 
Assistant Foreman, Engine 17. 
Assistant Foreman, Engine 55. 
Assistant Foreman, Engine 33. 
Assistant Foreman, Engine 24. 
Foreman, Engine 30. 
Foreman, Engine az. 
Foreman, Engine 32. 
Foreman, Engine 19. 
Engineer of Steamer, Engine 14. 
Engineer of Steamer, Engine 16. 
Engineer of Steamer, Engine 6. 
Engineer of Steamer, Engine 20. 
Engineer of Steamer, Engine 4. 
Engineer of Steamer, Engine xa. 
Fngineer of Steamer, Engine 39. 
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Reinstatements in the Uniformed Force, 1901. 

May I， Patrick J. Brennan, No. 2, as Assistant Foreman, Engine 72. 

June 8, Lindsay Williamson, as Assistant Foreman, Engine 11. 

The first named as the result of a rehearing by the Commissioner of 
the charges upon which he was dismissed; the second, by order of the 
Supreme Court. 



Resignations in the Uniformed Force, 1901. 



Date. 


Nams. 


Grade. 


CCMPANY. 


Rbuarks. 


Jan. 15 

June 6 

" 8 

" X3 

" 13 
July x6 

Aug. 15 

Oct. 15 

Nov. 16 

Dec. 30 


Thomas V. McCrimlisk. • . 


Probationary Fireman . 

Probationary Firemin.. 
Probationary Fireman.. 


HooV and Ladder z ... 

Hoolc and Ladder i8. . . 
Hook and Ladder lo. . . 
Hook and Ladder 94. . . 

Hook and Ladder 8.... 

Hook and Ladder 8.... 


Charges pending. 
Charges pending. 



Reductions in Grade in the Uniformed Force, 1901. 



Date. 
Mar. z 

" T 

Apr. I 
Nov. 9 
Dec. 13 



Name. 



Company. 



Waller Jones, No t.. 
Patrick Barry, No. i. 
John J. Multigan .... 

John F. Coyle 

Laurence Hicks 



Engine z6. 
Engine 8. .. 
Engine 3.. 
Engine 18. 
Engine 58. 



Grade 

FROM. 



Engineer Str 
Engineer *' 
Engineer •' 
Engineer " 
Engineer " 



Gradb to. 



Company. 



Rbmakks. 



Fitcman ist grade 
Fireman xsi grade 
Fireman ist grade 
Fireman ist grade 
Firemsn tst grade 



Engine 16.. j Chaises pending. 
Engine 8.. • ； Charges pending. 



Engine 3.. . Charges pending^ 

( Hook anA 
I Ladder la 



Charges pending. 



Engine as.. 



Own application. 
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Dismissed or Dropped from the Rolls in the Uniformed 

Force, 1901. 



Date. 




Apr. 7 

" '9 
" 23 
May 3 

" 17 
July 26 
Aug. 9 
Oct. 6 

" 18 
Sept. 25 

" x6 



Timothy K. Barrett . 
John S. Mulater.... 

Daniel W. Price 

James G. Darling... 
Charles G. Motzel... 
Joseph P. Greene . . . 

John J. Manley 

Anthony J. Frank... 
Charles Majowsky. . 
John F. Cahill 

Timothy J . Coughlin 



Grade. 



Company. 



Fireman 4th grade 

Fireman 1 st grade 

Engineer of Steamer. . • 

Fireman :st grade 

Fireman ist grade 

Fireman xst grade., .. 
Assistant Foreman. . . . 

Fireman xst grade 

Engineer of Steamer. . . 
Fireman zst grade.. .'• • - 

Engineer of Steamer. . • 



Hook and Ladder 12. 

Engine 53 

Engine ao 

Engine 16 

Engine 23 

Hook and Ladder aa. 

Engine 26 

Hook and Ladder zo. , 

Engine 19 , 

Engine 40 , 



Remarks. 



Engine 40 



Dropped from roll. 

Dismissed. 

Dismissed. 

Dismissed. 

Dismissed. 

Dismissed. 

Dismissed. 

Dismissed. 

Dismissed. 

Dbmissed. 

' Dropped from rolls 
and placed on the 
retired list, he hav- 
ing been reinstated 
ID non-compliance 
with the Civil Ser- 
vice Regulations. 



Changes in Personnel Non-Uniformed Force, 1901. 

Appointed, 

I Stenographer and Typewriter. 

I Driver and Trainer. 

I Groundman. 

4 Stokers. - 

I Assistant Batteryman. 

I Mason. 

I Painter. 

I Wheelwright. 

I Blacksmith. 



Reinstated. 



Assistant Fire Marshal (by order of Supreme Court). 
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Promoted. 

I 3d grade Clerk to 4th grade Clerk. 
I Machinist's Helper to Watchman. 

Resigned. 

I Purchasing Agent. 
I Assistant Fire Marshal. 
I Machinist's Apprentice. 
I Driver. 
I Stoker. 

Dismissed. 

I Climber. 

Transferred. 
I Coxswain ； to Batteryman. 

Designation Changed. 

I Private Secretary ； to Cashier. 

I Cashier ； to Private Secretary. 

I Foreman Blacksmith ； to Blacksmith. 

I Blacksmith ； to Foreman Blacksmith. 

I Machinist's Apprentice ； to Machinist's Helper. 

I Cable Splicer ； to Foreman Cable Splicer. 

I Climber ； to Foreman Climber. 

I Batteryman ； to Foreman Batteryman. 

I Machinist's Helper ； to Hose Repairer. 

I Machinist's Helped ； to Toolman. 

Position Abolished. 

Assistant in charge of Fire Alarm Telegraph, Boroughs of Manhattan 
The Bronx, Richmond, Brooklyn and Queens. 



8o 
Deaths. 

I Stoker. 

I Climber. 

I Mason. 

I Blacksmith. 

I Receiver of Supplies. 



Report of the Medical Officers. 

Number of cases of illness 613 

Number of cases of injury 286 



Total 899 



Number of days lost by illness 6,365 

Number of days lost by injury 3,456 

Total 9,821 



Retired from All Service After Twenty Years' Service in the Depart- 
ment, 



Name. 



William H. Cos 

James Kelly, No. i . . 

Matthew Hicks 

Alexander McDonald 

Samuel Best 

Paul Bauer 

Daniel J. Meagher . . 

James Finn 

Edward Dillon 

Thomas W. Relyea.. 
Richard Hyland 



Gradb. 



Lieutenant 

Fireman ist grade 

Captain 

Captain 

Captain 

Fireman xst grad< 

Captain 

Captain 

Fireman xst grade. 
Fireman xst grade 
Fireman ist grade 



Company. 



Engine 46 

Engine 47 

Engine 44 

Engine 46 

Engine 37 

Engine 63 

Hook and Ladder 3 
Hook and Ladder a 

Engine 62 

Esgine 62 

Engine 4 a 



Date or 

Al'POINTMFNT. 



When 

RXTIReD. 



June 

July 

Aug. 

July 

June 

Jan. 

Oct. 

Oct. 

Mar. 

Sept. 

Apr. 



a， 1869 
I, 1869 
xo, 1868 
31, »86j 

14, 1866 
17, 186S 

6. Z865 

15, 287a 
31, 1866 
a8, 1868 
"， 1866 



Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Jan. 

Feb. 

Feb. 

Feb. 



I, 1901 

賈》 iQoi 
i» 1901 
I, X901 
I, X90X 
z, 190 夏 
1, Z90X 
15, X90I 
I， i90t 
I， X90X 
X, X901 
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Namb. 



John Welsh 

Daniel Bradley 

Patrick TraiDOr 

Patrick Donohue .... . 

Daniel Lyons 

Terrance P. Brennan 

Philip Ramee 

George Shaw 

Michael A. Reilly.... 
John McCarrick .... 

John H. Griffea 

John Finn 

William Browning ... 

Peter Mulvehill 

James Hamilton 

Joseph F. Walsh ... 
George Moore, No. x 

Herman Busse 

Thomas C. Carroll... 

David Hyde 

Charles Frost 

John Knapp, No. i … 
Richard J. Norris. . . 
Roland H. La uxor . . . 

Louis Hellner 

Henry P. Reilly 

Edward Stack 

John Duffy, No. i.... 
William H. Keenan.. 
Hayward A. Hibberd 
Peter Smith 



Grade. 



Battalion Chief 

Captain 

Fireman ist grade 

Captain 

Fireman, ，霧 t grade 

Lieutenant 

Engineer of Steamer … • 



Company. 



8ih Battalion 

Hook and Ladder 17. . . 
Hook and Ladder 17. . . 

Engine 63 

Engine 66 

Engiae 70 

Engine 36 



Engineer of Steamer .... ' Engine 45 



Captain 

Fireman isc grade 

Fireman zst grade 

Captain 

Captain 

Fireman xst grade 

Engineer of Steamer 

Lieutenant! 

Fireman ist grade 

Engineer of Steamer … • 

Fireman xst grade 

Captain 

Engineer of Steamer 

Fireman ist grade 

Captain 

Fireman ist grade 

Captain 

Captain 

Captain 

Fireman ist grade 

Fireman ist grade 

Engineer of Steamer. . . . 
Engineer of Steamer. . . . 



Engine 5 

Hook and Ladder 17. . . 

Engine 43 

Engine 4a. 

Hook and Ladder t8. . 

Engine 45 

Engine 43 

Engine 6a 

Hook and Ladder 17. . . 

Eogine 40 

Engine 73 

Engiae 63 

Engine z8 

Engine 5a.... 

Engine 65 

Hook and Ladder aa. . 

Engine 6， 

Engine 3 

Engine 7 

Engine 56 

Engine 5a 

Engine 3 

Engine 33 



Date of 
Appointment. 



Whrn 
Rbtirbo. 



Oct. ' 


1865 


Feb. 




1901 


Mar. I, 


1866 


Mar. 




Z901 


Oct. XI, 


1865 


Mar. IS, 


1901 


Sept. a;, 


X865 


Mar. 


•5. 


1901 


MAr. 8. 


t88x 


Apr. 


I, 


190X 


Oct. 6， 


1865 


Apr. 


X, 


1901 


Sept. 15, 


1865 


Apr. 


I. 


190X 


Nov. I, 


1865 


Apr. 


I, 


190X 


Apr. 4. 


1881 


May 


I, 


190Z 


Sept 95, 


X865 


May 


I. 


1 901 


Sept. 8， 


1865 


June 


T, 


190K 


Sept. 30. 


x866 


June 




1901 


Apr. 93, 


X869 


June 




1901 


Oct. ao, 


！ 865 


June 




1901 


Sept. 99. 


'865 


June 




Z90Z 


May 8. 


i88o 


July 


【5， 


190X 


Nov. I, 


X872 


Aug. 




190X 


Mar. 19, 


x88o 


Aug. 




x^ox 


Julv I, 


i860 
晨" -*y 


Sept. 




tool 


July i7i 】 


■873 


Sept. 




Z90I 


Nov. 17, 


x88o 


Oct. 




19OX 


Sept. 29, 


1865 


Oct. 




I90K 


July ，5. 


X879 


Ocr. 




i$o 夏 


Aug. 3, 


1875 


Oct. 




Z90X 


Mar. 20, 


1880 


•Nov. 




I90X 


Ocr. 31, 


i88e 


Nov. 




Z90I 


June ，o. 


1870 


Nov. z6, 


Z90X 


Oct. M， 


i8Sx 


Dec. 




I^OZ 


Oct. 23, 


i88x 


Dec. 




19c 夏 


July 11， 


1879 


Dec. 




190X 


Oct. ai, 


1880 


Dec. 




i9or 
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Cause. 


Pulmonary tuberculosis. 


Diabetes and defectiye vision. 


Bright's disease of kidneys. 


Defective vision. 


Chronic myocarditis. 


Insanity. 


General debility (36 yean' service). 


Blight's disease of kidneys. 


Incurable chronic conjunctivitis with ptosis. 


General debility with chronic gastritb. 


Deafness and defectire vision. 






8^ 








a 


8. 










H 




H 


H 


O 

M 


N 


H 








H 


i 


d 








W 

cd 


0) 

e 


V 

a 




0, 


P 


Date 
Appointed. 


00 
00 


1 


00* 
00 


CO 






00 


00 


00 


s 


s 


m 

M 


M 


H 




H 




00 


CI 


H 


en 




V 

B 
9 


V 

a 

9 


V 

a 

9 


o 




a 




•AON 






a 

(A 



£9 aolsna 



•AMVa«l3 



vpsslsz assjs 

UJ3de3 

Jvivls JO Jvsfsaw 

Issin 





.5 一 psps.f q§f 

bfcp .H qdsof 

98SQ la!sc! 

::icanaja .s & 80 



s 



•sfsoInuJdqnH 



I06I ~6 .<2 



.ESP ho 



V39SJP saH 



s 



sspsnfis 



•asnvu 



£6gi *i loo 

SSI ; *5 

£631 *Si -BA 



•SASrs-K 

Miva 



9 卜 81 .*s 

SSI -7 .&w 



B.va 



9* SJMna 

•♦I japp J PS 3I0OH 



•AMVdI-co 



•Jdsnsls 一。 J9au;Ma3 

Jn"8J35q 



•aftso 



•:. a30f .fe^ VMhovo 



•SVN 



,v9sn> sow 

•V39 一； p S«H 

-p20SSJPS,JI5£r 

.SISlnacqnJ, 

.MISllusqnJ* 



，P20SS!P 



•sxvo 一 

！ P v-3£ 一 



•asnvo 



1061 .««.>02 

1061 .S.AOg 

1061 *s.sny 

361 -of X 一 nf 

1061 .OI 9unf 

S6I *£ 9onf 

I06X .SI xes 

1061 •£。 .JdY 

I06I -H Mdv 

S6I .grjlss 

S6I -»« 

1061 *ge .OA 



•nxYMCt 

40 MJ.Va 



- aufAJS fs«A OS 

«u^>hs •USX oe 

- iupsMal 

- gtAS ,59x on 

SIAJV8 ,SJ3sic OS 

9。！AJ§ kJISA OA 



.11SY3 



奢 -SI .sf 

1691 -6 "das 

io6i .s^ 

6681 -91 Joo 

96*1 •! ！ 

I06I -I .3^ 



•asIXHIt 



998 

，88 

006 



•oe Ass 

•8 do 

-SI .<2 

•I snf 

-1 snf 



•aB.LSOJ.IY 

JPYa 



M9 va^aM 

eS JMflM 

I， wafscM 

91 

•OH jappvq PS >{OOH 

61 acqsnw 



•AKYSOO 



••••pv. & IS I s§£ 

。p3d5 

. . • vplus s SOS! J 

wssssfj 

. J0§a}s JO tva^oM 



.aav5 



SI H la 

PJao l ICSP3 

ss d3s 

il- .0 JUAL 

&lpca .s & J 

. . . .JSqsBnrto sflaf 



•SYK 



84 



Cause. 


Heart disease. 


Overcome by smoke at fire. 


Tuberculosis. 


Killed on way to fire. 


Diabetes. 


Pneumonia. 


Pneumonia. 


Bright's disease of kidneys. 


Cerebral hemorrhage. 


Bright's disease of kidneys. 


Tuberculosis of bladder. 


Cerebral hemorrhage. 


Fracture of skull. 


Date of 
Death. 




i 


Jan. 38, 190Z 




Feb. ai, xgoz 


Feb. 24, 1 901 


CO 

0* 

< 


c« 


zo6x 'ox Avyi 


June TO, 1 901 




July 16, Z90Z 


Aug. 13, 1901 


Nov. 4f 1901 


Date of 
Appointment. 


Jan. 27, 1896 


Dec, 23, x888 


00 
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Jan. 87, 1898 
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00 
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Dec. 32, 1866 


Oct. 27， 1865 
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Dec. 19. 1874 
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Roll of Merit ~~ -Rescues at Personal Risk in Line of Duty. 

January 7 一 By Fireman 2d grade Michael H. McCormack and 4th 
grade Edward F. Nealis, Engine 11. While working at fire at premises 
No. 157 Rivington street, on the night of January 7, Firemen ist grade 
Henry Planson and 4th grade John F. Britt, both of Engine 11, were 
overcome in the cellar from the effects of smoke, heat and fumes of burn- 
ing rubber, and were found insensible, lying in ten inches of water, by 
their comrades, McCormack and Nealis, who, on noting their absence, 
descended in search of them, discovering the men in the condition de- 
scribed, and rescued them at personal risk. 

January 29 ~ By Fireman ist grade Richard Nitsch, Engine 35. At 
the fire at premises No. 402 East One Hundred and Eighteenth street, on 
the morning of January 29, Fireman Nitsch, at personal risk, rescued 
Mrs. George Le Piemme, aged forty, from a rear room on the second 
floor, which was so densely charged with heat, smoke and flame that, after 
discovering her unconscious on the floor, her clothing afire, in order to 
effect her rescue it was necessary for him to crawl to the stairway, drag- 
ging his human burden after him, where, assisted by a comrade, the 
woman was conveyed to the street, whence, considerably burned, she was 
removed to the Harlem Hospital for treatment. 

January 30 ~ By Deputy Chief of Department Thomas J. Ahearn, and 
Fireman ist grade William J. Martin, hook and ladder 4. At the fire at 
the Hotel Jefferson, Nos. 102, 104 and 106 East Fifteenth street, in the 
early morning of January 30,Deputy Chief Ahearn and Fireman Martin 
observed people at the windows of the sixth and seventh floors of the 
burning structure calling for help. They immediately proceeded to the 
sixth floor of the Union Square Hotel, adjoining, accompanied by Police- 
man Schick and a citizen named Frank J. Colby, of Chicago, 111., and the 
Chief possessing himself of one of the life saving ropes with which the 
rooms were equipped, went to the window and passed it to Eleanor 
Downing, aged thirty, who was standing on the window sill of the sixth 
story, and urged her to fasten the belt around her body, but as soon as 



86 



she grasped the rope she swung from the window, and the rope breaking, 
she fell to the sidewalk and was killed. Chief Aheam then procured two 
ropes from other rooms in the hotel, and doubling them, passed the same 
to Waldo Nason, aged thirty-three, who, with his wife, was at a window 
on the seventh floor of the Hotel Jefferson. Mr. Nason tied the rope 
about the waist of his wife, Florence, aged thirty years, who swung from 
the window at which she was standing to the window of the sixth floor of 
the Union Square Hotel, and was taken in through the window by Police- 
man Schick. The Chief then passed the rope to Mr. Nason, who was 
rescued in the same manner. The rescues were attended with personal 
risk, and but for the prompt action of Chief Ahearn, and the assistance of 
his co-workers, Mr. and Mrs. Nason would have been either suffocated or 
burned to death. As it was Mrs. Nason was slightly burned on left hand 
and arm. 

March 30 ^ By Fireman 4th grade Charles F. Clune, Hook and Lad- 
der 18. At the fire at No. 97 Norfolk street, in the early morning of 
March 30, Fireman Qune rescued Lena Oestfeld, aged three years, from 
a room on the sixth floor, carrying her down the fire-escape ladders to the 
fourth floor, and thence by 35-foot ladder to the ground. The interior 
of the building was a mass of fire from the cellar to the roof, and the 
flames were working their way from the centre of the building towards 
the windows. Fireman Clune made his way to the sixth floor through 
dense smoke and at imminent risk of having his means of descent cut off 
by the fire on the fourth and fifth floors, and indeed, on his way down, was 
met by the fire coming out of the fourth-floor windows, barely escaping 
the same. There was no line of hose that could have covered him in 
performing this rescue, which was accomplished at personal risk. 

April 19 ~ By Assistant Foreman George J. Fox and Fireman 2d 
grade Eugene J. Rable, of Engine 14. At the fire on the fourth floor of 
premises No. 252 Sixth avenue, on the night of April 19, Mrs. C. E. Cor- 
nell and her daughter, Miss Boyd Cornell, were observed standing at a 
front window on that floor calling for help. Lieutenant Fox and Fire- 
man Rable at once made their way by stairway to the floor on fire, and 
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creeping along the hallway, through heavy smoke and intense heat, to the 
front room, dragged Mrs. Cornell and her daughter along the hallway, 
past room from which the flames were bursting forth through transom, 
and brought them by stairway in safety to the street. This rescue was 
attended by personal risk. 

May 8 ~ By Fireman ist grade Joseph J. Mooney, Hook and Ladder 
1 6. At the fire at premises No. 138 East Sixtieth street, corner of Lex- 
ington avenue, in the early morning of May 8, the flames started at foot 
of stairs on ground floor and ran rapidly up the stairways, cutting off the 
occupants of the third, fourth and fifth floors. On the arrival of Hook 
and Ladder 16, Fireman Mooney assisted in placing drop ladder of fire- 
escape on Lexington avenue side of the building, and proceeded by way 
of the fire-escapes to the fifth floor, where he found Oscar Hauter, aged 
thirty-seven, his wife, aged thirty-six, and their two children, at the win- 
dow. Mooney passed Mr. and Mrs. Hauter and one of the children down 
the fire-escape to several of his comrades, who conducted them in safety to 
the street, and then followed with the other. The rescue of the family 
was attended with considerable personal risk to Fireman Mooney, as at 
the time it was effected a large body of fire was raging on the floor below, 
which threatened to burst forth through the window and cut off his 
chances of escape, notwithstanding which he remained on the fifth floor 
until he had successfully accomplished his mission. 

June 10 ~ By Fireman 2d grade Victor A. Coakley, Engine 32. On 
the morning of June 10, Fireman Coakley, while on regular leave of 
absence, in passing along, had his attention attracted to a fire at the house 
No. 67 Oliver street. He sent in the alarm and returned, and upon being 
informed that there were children upstairs, ascended to the second floor 
and discovered the door leading to the rooms on fire to be securely locked. 
Breaking it open he groped around on hands and knees and found Philip 
Martini, aged six years, in a rear room, and removed him to the street, 
where bums the child had received were dressed by an ambulance sur- 
geon. At the time of the rescue the building was charged with a dense 
and suffocating smoke, and it was effected at considerable personal risk. 
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November 23 一 By Assistant Foreman George Dunn and Fireman 2d 
grade John B. Stripp, Engine 30. At fire at No. 29 Dominick street, on 
the afternoon of November 23, Assistant Foreman Dunn found Robert 
Godfrey, aged forty, on the third floor in a dazed and helpless condition 
from the effects of heat and smoke, and assisted him by stairway to the 
street. Fireman Stripp found John Thompson, aged thirty-three, under 
similar circumstances and rescued him in like manner. At the time the 
building was heavily charged with heat and smoke, and in view of the 
fact that the building was without fire-escapes, nothing but the prompt- 
ness and courage displayed by the rescuers saved Godfrey and Thompson 
from death by suffocation. 

Outside the Line of Duty. 

January i 一 Fireman ist grade William D. Chalmers, Engine 1， while 
with his company at a fire at No. 138 Madison avenue, stopped a run- 
away horse at personal risk. 

August I 一 Fireman ist grade Robert Pastine, Engine 24, while on 
leave of absence, saved a boy from drowning at Coney Island. 

August 16 ~ Fireman ist grade William F. Wilkinson, Engine 66 
(fire-boat " Robert A. Van W yck at personal risk, rescued a boy from 
drowning at pier foot of Grand street, East river. 

October 7 一 Fireman 3d grade Patrick Finn, Engine 26, at personal 
risk, stopped a runaway horse at Thirty-seventh street and Ninth avenue. 
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Register of Officers of the Uniformed Force in Active Service on 

December 31, 1901. , 



Namr. 



Chief of DeparimtnU 
Croker, Edward F 



Date. 




Deputy Chiefs of Dt- 
P«rtment, 



PuiToy, Charles D. 



Duane, William. 



^^^^^ Thomas 》f 

Ckie/9 of Battalion. 
I. Cashman, John J. . . 



Original Appointmbiit. 



Promotion. 



Private. 



Fireman . 



Fireman 

一 《 



Fireman. 



June 99, 1884 



Jan. 92. 1880 



Gndes. 



Assistant Foreman 

Foreman 

Chief of Bnttalion 

Deputy Chief of Department. 
Chief of DfpartmcD t ■ 



J 



Auk. 8» 1868 



Firemaa 

Assistant Foreman 

Foreman 

Chief of B..ttiation 

Deputy Chief of Department, 

I Assi«iant Foreman 

J Foivman 

I Chief of Battalion 

I Deputy Chief of Departmcat. 

f Assistant Foreman 

J Foreman 

t Chief of Battalion 



a. Short, Peter H ' Fireman. 



Shea. Joicph Foreman 

Langford, Thps. R . . Fireman . 



5. GOjOrderson,Fred.W"|} Private 
^^^rugcri'oiarirrw..' Assistant Engineer, 



^^iQA^<y>^^4A^ \ ，《夕 J 



Oct. 17, x866 

May ，• 1875 

May 20, 18S4 
Dec. 20, 18^ 

Oct. 13, 1879 



7. 

8. 

9- 
10. 



Binns, John Private 



Kenny, Thomas A. | 

(detailed from Bor- > Fireman, 
ougb of Brooklyn] . ) 

^ W?.^.!?: .^；!^"^ [ Fireman 
Burns, John J ' Piivate. .. 




uly 3， 187a 



12. 



13- 



McCartney, James J . 
FarrcU, George F... 
Martin, Joseph B. . . 



Firemaa 
Private.. 



14. Terpeny, Eugene F. . 



Private. 



Mar. 92. x88a 
Aug. 4, 1876 

Aug. 17, 1883 

Nov. I, 18S0 
Jan. x8. 1884 

Mar. 7, 18^0 



' Deputy Chief of Departipent 

I Assistant Foremaii 

' Foieman 

(Chief ot Battalion 

f* Assistant Foreman 

I Foreman 

1 Chief of Battalion 
a Foreman 
CJiief of Battalion 

■ Chi f of Battalion 

( Assistant Koreman 

X Koreman 

j Chief ol Battalion 

I AsMstant Engineer of Steamer 

j Asbi&t&nt Foreman 

j Foremnn 

[ Chief of Battalion 

< Assistant Foreman 

\ Foreman 

I Chief of Battalion 

I Assistant Foreman 
foreman 
Chief of Battalion 

！ Assistant Foreman 
Foreman 
Ct>iei ot Battalion 

i Assistant Foreman 
Foreman 
Chief of Battalion 

！ Assistant Foremm 
Foreman 
Chief of Battalion 

( Assistant Foreman 

J Foreman 

f Chief of Ha'iaMon 

I AssiBiani Foreman I 

-< Koreman ' 

/ Chief ot Bjttation I 

( Assist nt Foreman ] 

-| Foreman ！ 

f Chief of Battalion | 

i Assistant Engineer of Steamer, 

I Engineer of Steamer i 

《 Assuiaot Foreman 

I Foreman 

L Chief ot Battalion 



Dates. 



Avg. 16, 
Feb. as, 
ran. a. 

uly 
uly 



3， 



Apr. I, 
Apr. 5, 
Dec. 31, 
May I, 
'an. a, 
uly 20, 
"ov. I, 
an. I, 
uly I， 
Ait. t, 
Feb. 35. 
Jan. », 
Mar. X, 

Feb. 15， 
Apr. «7, 
Aug. 4. 
June I, 
Apr. 18, 

•July 1, 
May 33, 
Jan. V, 
Apr. 13, 
luly 10, 
"Feb. I. 
Apr. I, 
May 33, 
Miy 3 
Apr. 1, 
Scpl 97, 
Jan. I, 
Apr. T, 
May 20, 
Atig.i6, 
Dec. I, 
July 10, 
Feb. I, 
July 7, 
jNov. 15, 
June 3, 
July 2, 
Feb. X. 
Apr. 2o, 
Oct. 1, 
Dec. 37, 
Mar. I, 
July T, 
Keb. I, 
June XI, 
O t. I, 
Nov. ig, 
Jan. 5, 
Mar. I. 
Feb. 10, 
Jan. z, 
Jan. I 
Apr. 13, 
Mar. I, 



a Reassigned as Foreman July t, 1887. 



/to 



- - 3. '873- 

' 〜二〜 《/ /f 



ippcLDCcd u AuiiIiiDl EnipDt 
Rcvcud Mjty 91, f Rc9L|EDed July I, lE 

RcdcBcd May 11, 187a. g Dropped Mi' 11, i 




]. Bnun. 'naotby J. 

6, RoM， Gmfs* 



J ；， || 

Sepr' 18, JS74 \ FoT'Evn 
'lyay ( Chitflni 



[ I I Afltisuni Foreman ,■■■■+ 

' I Chief 。f tnDiltucli 。！！ 
I \ R«pain Co Apponlui.p 

J I I AaiiiMnl Foieain 

I Aiiiitanl FoKDU …… 
) Auistant Fornun 
i Aviuut Foreman 

of Sterner 

EnrDceroiStei 
Foreman 

EnffiDccT 0I Si earner 
of SuuicT 

Foreman -…. 

Fns LnecrofSli 
Foreman* …圍 



&HljDnr 。f So^ioiH 



Nov. I, 1871 
Mur, 15. 1S71 

Nov. ", 】8" 

Jul. I, jS;^ 

J'。- ^ '8'* 
Feb. 1^ i8;i 
%tm-A. 1S6 

„ 

Sapt. », ise 



魔藤 5 s I 藤讓 一 一 骤藤 一 If .... 一 肩菌一 




MJAnlMtd HovcmUi »3. itn> , V 



r. HcI(WD*ra,Hlch'l.r 
I. O'HWB, Tkomu. . 



•I, BoBwit Joka $■ — 
m. IUoid*n,Jolw,No. i 

•J. Nuh, wmUn H.. 

•3, Huloa, Paicc 

Binnt.TlMnu F. 

il. DoDohne, IbluU. 
19. CoDMlIjr.Tt ooai F. 
30. Cntwright SMplm 
jt. AlkM,Aleuadc>D. 

JB. Fular. John 

' "■ n«d, Tbom r. 

34. Ktilly, WUUam.. 

35. QtOan, WUIiUH H.. 

36. NccdhamiJohnT.. 
Ahum, Tlaotky 

3«. Giabui.HkhMl E. 

39. Lbcm, Pdrick ，， 
I/a. DoagbanT.TIntiF. 
41. Bornetti H«rjr... 

41. Leoiurdi John H. , 



J. Slow, Pecn 

4. [dikin, Th»mai 

]• Danomj, Jab, F. . 

5. Claik, WIIuibC.. 
r. Gn;, Fraud* J... 
1. SMlM(d,WiUiu C 



J FirCKU 

) flrcBU 

PriraleJVrf. 

J Prima 

[Printc 



211 讓 Islsssss?? 謹 I 薦 fll"i-psstl^^^ 

I 二 ； ； ； ； ： ； ； ； ； 二 i ; ; ; ; ; i ；;; 二；； ；：； 二二二 
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Name. 



Original Appointmknt. 



Grade. 



49. Martin, Michael. ... | 

50. Brogan, James C. . . 

51. Maher, Patrick, No. ■ 



Fireman 
Fireman. 



Fireman , 



5a. Foley, Patrick 

53. Beggin, William T. . 

Si' Livingston, John J ， 

55. Smith, James J., 
No. I 



Fireman 
Fireman 



56. Skelly, Thomas F. . I 

57. Auteoreith, Charles ; 



58. Biirnes, Michael A. 
59* Sherrick, Joseph . . . 

60. Kelly, Bernard 

61. Howe, John P 

Winter, Geoxfre H . 

€3. Crawley, Joseph.. . 
64. Sheridan, Charles.. 
^5- Shea, John F 



66. fCenloo, John 

67. Hayes, Thomas J. . 
Devanny, J as. F.. • . 

^9. Garcia, Manuel J.. 

70. Stone, Charles H.. 

71. Norton, Thomas F. 
73.,Hennes，y, Frank J. 
73- Roan, James S. ... 

74. Burke, Frank 



75. King. John F 

76. Duffy, William J... 

77. Higsin 霧, John F . . . 

78. Coleman, Martin M. 

79. Kiernan, James B.. 

80. O'Connor, Joseph A. 



j- Prirate 
Private, • 

j- Private. 

Fireman. 
Fireman. 
Fireman 
Fireman. 

Fireman. 

Fireman. 
Fireman. 



Private . 



Fireman. 



Fireman 

Fireman 

Fireman. . 



Fireman. 



Fireman. 



Private . 



Hoseman , 



Private ., 

Private . . ■ 

Fireman. 

Fireman. 

Fireman., 

Fireman. 



Date. 



July. 
Ma 



,873 



une 7, 1886 



Dec. 19, 1874 
June 7， 1886 

Aug. 26, 1884 

Feb. ia, 1881 

Mar. z, 1883 
Jan. 30 X873 
July 1； 1883 
June X 

Aug. 10, 1890 

Feb. 19, 1 891 
Feb. 37, 1891 
Nor. 23, 1883 



Apr. a, 1887 

«|vFeb 16, 1391 
Dec. 17, 1885 
^ay I, 1895 

Sept. 4, 18S5 



Jan. I, 1887 
Aug. 30, x88i 
May X, 1883 

Sept. X, 1869 

Dec. X, 1883 
May 15, 1884 
Dec, 17, X885 
Apr. 24， 1887 
June I, 1887 
Mar. r. x888 



Promotion. 



Grades. 



/ Assistant Foreman 

( Foreman 

Assistant Foreman 

Foreman 

Engineer of Steamer 

A assistant Foreman 

Foreman 

Assistant Foreman 

( Foreman 

Assistant Foreman 

Foreman 

Ass'stant Foreman 

Foreman 

Assistant Foreman 

) Foreman 

j Assistant Foreman 

( Foreman 

{Assistant Engineer of Steamer 
Assistant Foreman 
Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

Forem an 

Assistant Foreman 

Foreman 

( Assistant Foreman 

I Foreman 

SEn^nec r of Steamer 
Assislant Foreman 
Fofman 

( Engineer of Steamer 

■< Assistant Foreman 

f Foreman 

j Assistant Foreman 

} Foreman 

( Engineer of Steamer 

\ Assistant Foreman 

f Foreman 

I Engineer of Steamer 

Assistant Foreman 

F、 'reman 

f Assistant Foreman 

\ Foreman 

) Assistant Foreman 

"j Foreman 

{Assistant Foreman 
Foreman 

！ Engineer of Steamer 
Assistant Foreman 
Foreman 

/ Assistant Foreman 

( Foreman 

( Assistant Foreman 

！ Foreman 

Assistant Foreman 

Foreman 

■ Assistant Foreman 

Foreman 

Reduced to ranks 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

( Assistant Foreman 

"I Foreman 

Assi' tant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 考 

Assistant Foreman … 

Foreman 



Dates. 



Dec. I. x886 
Dec 31. 1897 
Nov. 15, 1 891 
~u1y 10, 1898 
~ov. 22, 1869 
Nov. 15, 189Z 

inly 10, 1898 
an. 3, 1893 
uly xo, 1898 
July f, iSgs 
July 10, j8q8 

Aug. 33, 

July xo. Z898 
Aup^. 22, 1890 
Oct. xo. x3q8 
Not. I. 189a 
Oct. xo, x8qS 
Dec. 17, xSSi 
May ao, 1884 
Aug. z, 
Aug. 20, 
Aug. I, 
Nov. I, 1902 
Apr. X. iQoo 

Jan. 5» 1893 
Aug. f, 
Dec. 4, 
Apr. I, 
May 15 189s 
Dec. 4, 1897 
Dec. I, IQOO 
Mar. ,6， 1893 
Dec. 4， 1897 

Aug. X, IQOO 

Dec. T, 1897 
Apr. z, 1900 
M^y i。, 1886 
D'X. 31, 1897 

Aug. I, IQOO 

Sept. I, iBga 
Dec. 31, X897 
Apr. z. Z900 
Dec. 31, 1897 
Apr. I, IQOO 
I uly ，。， 1898 
Aug. I, 1900 
July 10, 1898 
Aug. I， X900 
July 釁， :886 
Tan. 5, 1893 
Sept. X, 1900 
Ian. I， 1895 
Sept. I, IQOO 
Tune 3， 189s 
Sept. I, 1900 
Apr. 13， 1896 
Apr. z, 19' 力 
I uly I， 1 871 
Jan. I, 1875 
Mar. '7, 1878 
t eb. ao, 1897 
Apr. X, I goo 
Dec. 4, Z897 
Apr. X, 
Dec. 4. 
Aug. X, 
Dec. 4. 1897 
Apr. I, 1900 
Dec. 4, 1897 
Apr. ，, Z900 
Dec. 4， 1897 
Apr. 1， 19'- o 
Dec 4, 1897 
Apr. X, 1900 
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Namb. 



8x. KiDg,Tbom«s No. r Prhrate 



Original Appointment. 




83. Conlon, John B. … 

83. Oswald, Robert.... 

84. Andariese, John T. 

85. McAree, John F. . . 

86. Ryan, Edward F... 

87. Beshinger, Joseph.. 

88. Flaherty, James . . • 

89. Hayes, James J.... 

90. Morrison, Martin • . 

91. CurreD .Benjamin C. 
9?. Andrews, Peter, Jr. 

93. Hauck, Henry 

94. Graham, Patrick J.. 

95. Lawrence, Wm. E. . 

96. Walker, John 

97. H anbury, Patrick . . 

98. Worth, Edward J.. 

99. Kirchner, William 

B 



ICO, Root, Edward S.... 

xoi. Poling, Samuel E.. 
Z02. Galvin, Bartow J. . . 
Z03. McKeraan, Owen . . 
X04. Doonan, James P. . . 

Assistant Forein*n, 
X. Lynar, Andrew.... 
a. Kenehan, Richard F 

3. Mcehan, Edward.. . 

4. Beekler, Jacob 

5. Head, Thomas 

6. Touhey, Martin J. . 

7. Hennearey, William 

8. Miller, William.... 



Fireman. 
Fireman. 
Fireman. 

Fireman. 

Fireman. 
Prirate . • 
Private.. 
Private.. 
Private. . 
Fireman. 
Private . . 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
FiremAD. 
Fireman. 



j- Fireman. 



Pi ivate 



Fireman. 
Fireman. 
Fireman. 
Fireman. 



Fireman 
Fireman 
Fireman 
Fireman 
Fireman 



July I, 1 881 

Sept. 4, 1885 
Jan. I， 1890 
June I， 1691 

Feb. 87, 1891 

May 10, 1880 
Feb. s^i88a 

Apr. 7， 1884 
June 1, 1891 
A(r. 5, 1884 
Mar. 3, 1889 
June 34, 1890 
Aug. 10, 1890 
May X2, 1892 
June 7, 1886 
Dec. 30, x868 
Oct. 24, 1881 

Dec. 30, 2886 

Mar. I， 1893 
Jan. 10, T893 
July 21, 1893 
June 19， 1889 



July 1875 





Fireman ！ Mar. x 5, 187a 

1874 

ran. x8j 1 88a 



\ i Fireman. 
I Priratc ... 



Dern!7i874 
Jan. x8. 1 81 

ApV*¥^8x 



i Dismissed October zo, 



Promotion. 



Grades. 



Date. 



Assistant Foreman. 
Assistant Foreman . 



May 30, 1884 
Dec. X. 1886 



876. 



Assistant Engineer of Steamer 

Engineer of ftteamer 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

1 Engineer of Steamer 

X Assistant Foreman 

f Foreman 

j Assistant Foreman 

1 Foreman 

J Assistant Foreman 

I Foreman 

( Assistant Foreman 

1 Foreman 

Assistant Foreman 

Foremin 

Assistant Foreman 

Fcreman 

Assistnnt Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

t oreman 

As，istnat Foreman … 

\ Foreman 

) Assistant Foreman 

f Forenian 

( Assistant Foreman 

( Foreman 

J Assistant Foreman 

I Foreman 

Assistant Foreman 

Foreman 

Assistant Fore man 

I^reman 

Eagiae«>r of Steamer 

Assistant Foreman 

Foreman 

Assistant Foreman 

\ Foreman 

J Assistant Foreman 

\ Forpman 

j Assistant Foreman 

{ Foreman 

j Assisiiint Foreman 

1 Foreman 



Assistant Foreman 
Assistant Foreman. 
Assistant Foreman. 
Assistant Foreman . 
Assistant Foreman. 
Assistant Foreman, 



1 



Feb. T5, 1872 
Apr. 3, 1S78 
Aug. 13, x8«3 
Nov. t, 1883 
May 90, 1884 
May ao, 1884 



7, 



3te 00 oe«. 一； - 39 95 5 9 31 16 S! X 5X6 I 71 7 « 7yJ 7-JJ 7 ^ 7 T 7 a 8 18^X8 I 9 I OT- 。5J 
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Namb. 



9. Taylor, Joseph W • 
10. Naughton, John J. . 
zx. Mackey. Henry F. . 
23. Slevin, Michael H. . 

13. Hern, John 

14. Horan. Patrick T.. 

15. Fitzmaurice. Dan- 

iel P 

16. Luimy, Hugh J.... 

17. Cunningham, Will- 

iam, Wo. I 

18. Sheehan, Daniel J. . 

19. McBride, Peter.... 
ao. McGinnis, Francis. 
21. Farley, John E.... 
32. Fagan, Edward J . • 
83. Conway, Daniel J . . 
-24. Fuchs, Francis M.. 
25. Fitzgerald, M.J.... 
96. Ryan, John, No. z.. 

37. Malone, James 

48. Wieland. Will"m J. 
39. Galloway, Edw. T. 

30. Fox, George J 

31. Lynch, Samuel P. . . 

32. Finnell, John F.... 

33. Harmon, P. C, Jr. . 

34. Davin, John, No. 9. 

35. Levy, Edward J. . . 

36. Helm, Henry D.... 

37. Ruch, Howard C. . . 

38. Hughes, John 

39. Mailley, Charles.. • . 

40. Farrell, Edwaid D. 

41. Behler. William H. 
4a. Crawford, James J. 

43. Hughes, John R. . . 

44. Rush, John 

^5. Bearman, John W. 



Original AppomTMSifT. 



Grade. 



Fireman 

Private 

Fireman 

Fireman .. 

Fireman 

Private 

} Private 

Private 

Fireman 

Fireman • 

Fireman 

Private 

Private 

Private 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Private 

Private 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman , 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 



Date. 



Dec>j[ i88i 
^^"1872 




, .w. x886 
Sept. XI, X865 



Oct. STj^Sgo 

Aug. X, Z883 
Sept. 4, X885 
Jan. 7, 1 836 
Apr. T, Z883 
May z6p z88x 
Mar. 5, 1883 
Sept. 4, 1885 
June 7, z886 
Dec. 90， z886 
Feb. II， 1894 
Jan. x6, 1871 
Sept. 4, 1885 
Jan. X， 1890 
May 18, 1892 
Mar. XX, 1888 
Jan. 91, x8a4 
Jan. 9， z88a 
Dec. 93, x888 
Jan. 7, 1896 
Aug. ，9， 1884 
Jan. 7, 1896 
Dec. I, X895 
Mar. ", 1888 
Aug. IS, 1884 
Dec. 90, x886 
Mar. 6, 1891 
Mar. 10' z888 
July 3' 1895 
July 8.1896 
July 1883 



Promotion. 



Grades. 



Assistant Foreman 

(Assistant Engineer oi Steamer 

J Engineer of Steamer 

(Assistant Foreman 

Assistant Foreman 

Arsistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

AssUtant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

As-istant Foreman 

Assistant Foreman 

j Engineer of Steamer 

\ Assistant Foremao 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foremen. 

Assistant Foreman 

Assistant Foreman 

Assiaiant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman. 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman. 

Assistant Foreman 

Assistant Foreman 

{Engineer of Sieamer • 
Assistant Foreman 

Assistant Foreman 



Dates. 



Mar. I, 
Feb. 釁, 
F«b. I, 


1887 
x88a 


1 Que I, 




June I， 




June I， 


1889 


Nov. 19, 


1889 


Aug. as, 


1890 


Aug. 93, 


1890 


Aug. 99, 


1890 


Jane 


X891 


Nov. I, 


1893 


Jan. 5, 


1893 


Jan. I, 


1894 


June 3' 


1895 


July ', 


189s 


May I, 
Apr. 13, 




Apr. Z3, 


1896 


Apr. 13, 


X896 


Feb. 30， 


"97 


Dec. 4. 


1897 


Dec. 4, 


1897 


Dec. 4， 


1897 


July xo, 


X898 


Oct. 10, 


1898 


Oct. 13, 


Z898 


Oct. 13, 


1898 


Aug. I, 


1900 


Aug. X, 


1900 


Aug. z, 


1900 


Aug. I, 


1900 


Aug. I， 


1900 


Aug. f, 


1900 


Aug. I, 


1900 


Aug. X, 


X900 


Aug. I, 


1900 


Aug. I, 


Z900 


Aug. 39, 

Aug. 1, 


X898 
1900 


Aug. X, 


Z900 



• 
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Namb. 



46. Quinn, Joseph ..... 

47. Corcono, Wm. R. • 

48. McOuire, Lawrence 

49. McDermoti, Bar- 
tholomew 



50. Kehoe, WilL'am.... 

51. Fitzgerald, Andrew 

F 

5a. Sullivan, John, No. z 

53. Callagy, Martin F . 

54. McDonald, Austin. 

55. Sweet, Andrew B . . 

56. Clark. William •••• 

57. McAuliffe, Timothy 

58. Hyde. Andrew T... 

59. SUckel, Henry.... 

60. Murray, George W. 
6x. Tisster, Frank J... 
6a. Shevlin, James H. . 

63. DoDOvao, Daniel... 

64. Devi n, William.... 

65. McGuire, Charles F. 

66. Murray, Frederick. 

67. Hart man, Gustav.. 

68. Hock, Jacob P 

69. Kennedy, William J. 

70. Carrigan^Thos. J. D. 

71. Burke, Daniel F.« . . 
73. Sullivan, James J.. 

73. Boyle, Benjamin H. 

74. Hannley, Michael F 

75. Connolly, Joha.... 

76. Oppe, Herman W. • 

77. Ferris, James £••• 

78. Reiohardt, Geo. C. 

79. Ford, Edward 

80. Woods, Thomas S. . 

81. Ward, Charles J... 
83. Bowen, William P.. 




Promotion. 



Grades. 



Assistant Foreman. 
Assistant Foreman.. 
AftcisUnt Foreman. 
Assistant Foreman. 
Assistant Foreman. 
As 霧 istant Foreman. 
Assistant Foreman. 
Assistant Foreman. 
Assistant Foreman. 
Assistant Foreman. 
Assistant Foreman.. 
Assistant Foreman. 
Assistant Foreman. 
Assislant Foreman. 
888 I Assistant Foreman. 
893 ' Assistant Foreman. 

893 Assistant Foreman. 

894 I Assistant Foreman.. . 
896 I Assistant Foreman. . . 

899 Assistant Foreman. . . , 

\ Enj^neer of Steamer. 
^ ( Assistant Foreman . . 

869 Assistant Foreman. . . 
89a Assistant Foreman. . . . 
880 I Assistant Foreman. , • , 



Assistant Foreman. 



894 Aaustant Foreaaa. . . 

Q , J Engineer of Steamer, 
33 I \Assistaat Foreman. . 

896 I Assistant Foreman. . . 

889 I Assistant Foreman,. 

« I f Engineer of Steamer. 
^ i \ Assistant Foreman.. 

895 Assistant Foreman... 
893 A ssUtant Foreman . . . 
889 Assistant Foreman . . . 

Assisunt Foreman. . . 



£86 
89a 

837 
8€8 



Assistant Foremaii. . . 

Ragineer of Steamer. 
AssUtant Foteroac.. 
Engineer of Steamer. 
Assistant Foreman.. 



Dates. 



Aug. 
Aug. 
Aug. 
Aug. 



Aug. 



Aug. 
Aug. 



Aug. 
Aug. 
Aug. 
Aug. 



Aug. 



Aug. 
Sept. 



Sept. 
Sept. 

Sept. 

Sept. 

Sept. 

Sept. I 

June xf 
Sept. X 

Sept. I 

Sept. X 

Oct. x8 
Sept. I 

Sept. I 

Sept. I 

Sepc I 

Sept. 1 

Sept 1 
Apr. I 

June 3 
Sept. 1 



X I X I X X I X I f X I X I I X 直 I STIIIZ I z 1 t X I X z I I I X I I I XXII 
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Namb. 



84. 

85. 
命 86. 



Coyle, Patrick H... 
Klein, George J.. ,. 

WilliainM>n,Lindsay 

Brennan, Patrick J., 

No. a 

McGowan, Thomas 



88. Sherry, Thomas A . 

89. Hennessey, Joseph 

F 



90. 
9，. 
9a. 
93. 
94. 
95. 
96. 
97- 
98. 

99- 
100. 

xox. 

zoa. 

I03- 

X04. 
105. 

zc6. 
IC7. 
108. 

ZIO. 
XXX. 
1X9. 

"3- 
"4- 

116. 



Sweeney, Edward S. 
Moore, James T … 
McEvoy, Robert . . . 
McGrath 'Thomas J. 
O'Neill, John E.... 

Foley, James 

Kratochvil, Joseph. 

Walsh, JohnF 

Hart man, John N. . 
Convey, James J . . . 
Kraetxer, Henry. . . 
Byrnes, James J . . 
Fredenbcrg, John . . 
Irving, George J... 
Dunn, George 



McCarthy, William 
H 



Corr, John H 

McCartie,Charles J. 
Schuster, William J. 
Connelly, Joseph. . . 
Bundrick, Charles. . 
Dooley, Joseph A. . 

Quaid, George 

Williams, William F. 
Donovan. Joseph C. 
Schcrb, Henry H . . 
Lenihan, Patrick T. 



Original Appointmbnt. 



Grade. 



Fireman. . 
Fireman. . 
Fireman 
I Fireman 
j- Fireman. 
Fireman . 
Fireman 
Fireman.. 



} 



Fireman. . 
Fireman . 
Fireman. . 
Fireman . 
Fireman • 
Fireman . 
Fireman • 
Fireman . 
Fireman . 
Fireman • 
Fireman . 
Fireman. . 
Fireman . 
【 Fireman 
Fireman . 
Fireman . 
Fireman . 
Fireman • 
Fireman • 
Fireman . 
Fireman. . 
Fireman . 
Private . . 
Fireman . 
Fireman . 



Date. 



Nov. ic 

* ' V ▼ • *》y 


tRnA 






Feb T 




Sent. A 


丄 


^Aaff" ， T 
X«XmA • H| 


• QQQ 
1000 






Feb Iff 


1097 


丄， w» *》, 




ISJnv TT 

丄， U ▼ • A 丄, 


xftfla 


A V 屋， 


"95 


Apr. 24> 


• QO- 
1 00 / 


Feb TO. 




Mar I 


1093 






\f ttr -96 


1801 


Tun 色 T 


1889 


Dec 90 


A WWW 


Mar T 




Feb TO 

A S V • 眉 V， 




Alio' wo 


I Ann 


Kf av I a 




Feb. I' 


1896 


Dec. 33, 


1888 


May 4, 


'894 


Apr. 92, 


1894 


May X9, 


1892 


Jan. 26, 


1896 


Dec. I, 


1894 


July 3， 


1895 


Apr. X5, 


z888 


Apr. 29, 


1894 


May 24, 


1883 


Mar. T, 


1893 


July 10, 


1893 



Promotion. 



Grates. 



Assistant Foreman .... 
Assistant Foreman. . . . 
/Assistant Foreman . . 
Assistant Foreaan . . • 
Assistant Foreman . . . 
Assistant Foreman • . ■ 
Assistant Foreman • . . 
AssUtant Foreman. . . . 
Assistant Foreman .... 
Assistant Foremaa. . . . 
Assistant ForemaD . .. 

Assistant Foreman. . . . 

{Engineer of Steamer. 
Assistant Foreman. , 

Assistant Foreman . . . 

i Engineer of Steamer. 
I Assistant Foreman. . , 



{ 



Dates. 



Assisunt Foreman 
Assistant Foreman 



( Engineer of Steamer. 
I Assistant Foreman. . 



Assistant Foreman. 
Assistant Foreiran. 
Assistant Foreman. 
Assistant Foreman 
Assistant Foreman. 
Assistant Foreman. 
Assistant Foreman . 
Assistant Foreman . 



J Engineer ol Steamer.. 
I Ass stant Foreman. . . 
j Engineer ot Steamer. 
( Assistant Foreman. . . 

Assistant Foreman. . . . 
Assistant Foreman. . . • 
Assistan t Foreman .... 



J /Ene'neer of Steamer. 
1 Assistant Foreman. . . 



Assistant Foreman. , . • 

/ Engineer of Steamer. 
(Assistant Foreman ■. 



Sept. 




X900 


Oct. 




1900 


June 


8, 


1901 


Nov. 15, 
^May I, 


190X 


Jan. 




X901 


Jan. 




Z901 


Jan. 




1901 


Jan. 




190X 


Jan. 




1901 


Jan. 




190Z 


Jan. 




190X 


Jan. 




直 901 


May 
Jan. 




H M 


Apr. 


3, 


X9OI 


Aug. 10, 
May I, 


M 


June 


8, 


X9OI 


June 


8. 


I9OI 


Aug. 
June 


000 


1895 
I9OX 


June 


8. 


I9OE 


June 

1 


8, 


X9OX 


June 


8, 




June 14, 


igoi 


Aug. 




zgoi 


j Aug. 




190X 


； Aug. 




19C3 


Aug. 




19c I 


挑 


5> 
6,' 


1^97 
1Q0X 
1899 
190 夏 


Sept. 




1901 


Oct. 




，90【 


Dec. 




1901 


June 
Dec. 


7. 


，9oi 


Dec. 




T90X 


Feb. 
Dec. 


15. 


1896 
1901 



J Retired as lat grade Fireman ； reinstated as Assistant Foreman by Court . 
k Dismissed October 19, 1900 ； granted rehearing and reinstated as Assistant Foreman. 
/ Reduced to Fireman zst grade on own application January x, 1901. 
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Report of the Bureau of Inspector of Combustibles for the Year 

ENDING December 31, 1901. 

Operations under the Laws Regulating the Storage of Combustibles and 

Explosive Materials, etc. 



Special surveys made to determine the fitness of premises for the 

storage of combustibles or explosive material 3,966 

Samples of kerosene oil collected and tested 1,978 



Complaints op Violations, btc. 



Selling kerosene oil without license. 
Chimney fins 



Hoistways found open after conclusion of) 
business ) 

Combustible material in excessive quantity. . . . 

Kerosene or naphtha, etc, in excessive qaantity 

Fireworks, chemicals, matches, etc, kept 

without pennit 

Powder, etc" improperly stored, transported, 

etc ' • 

Hay, straw, cotton, rags and other vegetable 

fibre stored in excessive quantity 

Lime, spirits, varnish, etc., stored in excessive 

quantity 

Total 



.«37 



.»73 



Disposi riON. 



43 



.S6I -Mm JsqsMQ 
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9 
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2 9 



•Joe s> 
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o 2 a© 

7 3 2 



J 6 
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8 I 

I I 



4 3 
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•Jo patodsjp 9q s rsoH 



^ 5 3 a 1 



^ M » -M 9> JJ? J? 8 6 



801930 



o 8 



ao 一 Bvs<x£ 



8* S 



7 
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Money Received for Licenses and Permits Issued, Penalties Collected 



Sale of Explosives, etc" Seized, etc. 

3,652 kerosene oil licenses issued, at $10 $36,520 00 

51 powder licenses issued, at $5 255 00 

2,280 special permits issued, at $2 4,560 00 

9 wholesale fireworks permits issued, at $20 18000 

477 retail fireworks permits issued, at $5 2,385 00 

32 kindling fire in streets permits issued, at 50 cents 16 00 

164 permits to use and keep explosives in hand magazine 

issued, at $10 1,640 00 

8 permits to use and keep explosives in main magazine 

issued, at $25 200 00 

9 permits to sell explosives issued, at $25 225 00 

22 permits to transport explosives issued, at $1 22 00 



Total for licenses and permits $46,003 00 

200 penalties for chimney fires, at $5 $1,000 00 

3 hoistways left open, at $50 150 00 

Sales of seized dynamite 19 00 

Total for penalties 1,16900 



Total received and turned over to the Relief Fund. $47,172 00 
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Causes and Estimated Losses by Fires 



Causbs. 



Alcohol, tar, pitch, gum, oils, paints' varnish, etc., igniting on stoves, furnaces, I 
over fl^as lights, etc f 

Ashes, coal (hot), igniting woodwork 

Bonfires, brush fires (sparks from) 

Boiler (explouon of) 

Chimneys, fireplaces, flues (defective), grates, etc. (beat from, etc.) 

Candles and tapers 

Children playing with fire, matches, etc 

Cigars, cigarettes, pipes, etc., smoking of 

Chemically etc. (igniting and explosion of) 

Cbristmas trees (igniting of, etc.] 

JElectric cars (defective fuse, etc.) 

Electric light wires, etc. (sparks from, or defective 

Explosion (and igniting of) kerosene, naphtha, benzine, gasoline and other liquids, ) 
cleAniDg beds, etc ) 

Fireworks and firearms (pistols, etc.) 

Fires (rekindling of) 

Friction of machinery 

Fumigating (rooms, etc.) with sulphur, etc 

Flame, caused by draught 

<jas stows, ranges, radiators, heaters, etc" igniting woodworkt etc 

(Gas (explosion and eacipmg of) • 

•Gas-lights (swinging, etc.), igniting merchaadise in stores, show-windows, J 
woodwork, etc f 

Oas p'pes (defective) • 

Hot-air pipes, igniting woodwork 

Jncendiaritm 

Kerosene oil (uied in starting fires, also accidentally spilled over woodwork and 1 
ignited) f 

liamps, kerosene, gasoline, etc. (explosion of) 

liamps, kerosene, gasoline, etc. (fallings, breaking, upsetting, etc) 

Lime (slaking of j 

MfChtoing, striking 

Matches, igniting awnings, beddiDg, clothing, rubbish, etc 

Matches i^nawed by rati or mice 

fiieatsi, fat, glue, oil, wax, sugar, varnish, paint (igniting on stove) 

Ibletals (hot) igniting woodwork, merchaadiae, etc • 

Malicious mischief. 

Wot ascertained • 



Manhattan. 



Fires. 



3» 
36 
35 

37« 
368 

307 
ao8 

3 

18 

61 

90 

40 

79 
a 

II 

3 
Z02 

«35 
«35 

zr 

»3 
6 

85 
»5« 



865 
54 
67 

IX 

855 



Loss. 



•13,977 00 
95,697 00 
731 CO 

350 CO 

23,660 00 

47,3" 00 
26,9x3 00 

99,843 00 
8,964 00 

4.334 CO 
710 00 

320,548 00 
I5i7«5 00 
15,569 00 
15 00 
17,170 00 
a,6o5 OD 
5 00 

17,253 03 
15,387 00 

47,oS6 00 
5,100 00 
14,780 00 
560 00 
70 00 
39,186 00 
18,673 00 
690 00 



197,138 00 
44.X07 00 

6,9x0 CO 

3f740 00 
1,591 09 

3.904. 3 «7 00 
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for the Year ending December 31, 1901. 



The Bronx. 



Fires. 
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aa 



3 



10 



a 
34 



Loss. 



^1,125 CO 
35 OJ 
1,625 00 

4.805 00 
a- 535 00 
3.350 00 
4*045 00 



i7,t3S 00 

915 00 
403 00 

5 00 

1,160 00 
705 00 
745 00 













00 




a,o9$ 
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00 
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190 


00 


73 


18,660 


00 


3 


1.03s 


00 


3 







3.075 CO 
59,106 00 



Manhattan and 
The Bronx. Total. 



Fires. 



3a 
38 
45 

395 
978 

330 
230 
2 
18 
61 

93 
41 
84 

3 
zi 



109 

M5 
347 

ZI 

«4 

7 

99 
166 

9 
9 



57 

69 
II 

48 

889 



Loss. 



•Z5,T03 00 

35,653 00 
3,356 00 
250 00 
28,465 00 
49,846 00 
30,263 00 
xoj,888 03 
8,964 00 
4.234 00 

7x0 CO 

337.773 00 
15.7'S CO 
16,484 00 
4'5 CO 

17,170 CO 

9,610 00 
5 CO 
18,413 00 
i6toga CO 

47.8^1 00 
5, zoo CO 
14,780 00 
560 00 

75 00 
41,211 00 

33,5x8 00 
1,440 00 
190 00 
9x5.798 00 
45>M3 CO 
6,910 00 

3740 00 
4,666 00 
3,956,423 00 



KiCHMOKD. 



Fires. 



xa 

a? 
3 

10 
17 



a 



»9 

3 



«5 



Loss. 



$100 00 
2,678 03 

13,046 00 
a, 27s 00 
63s 00 

3,530 CO 



Z95 00 
17,765 00 
600 00 



50 00 



X4i CO 



48a 00 
983 00 

7,380 00 

4,571 00 
170 00 

5 00 



Total* 



Fires. 

3a 
43 
57 

49a 

a8x 

340 
947 

18 
61 
97 
43 
85 
3 

IX 

3 

HI 

MS 
靂 5a 



230,858 00 



»4 

i<H 

9 
9 

967 
60 

70 
xz 

48 

904 



Loss. 

$15,102 00 
95*753 00 
5.034 00 
S50 00 
4，,5ti CO 
Sa.iai 00 
30.898 00 
107,408 00 
8,964 00 
4.234 00 
7x0 00 
337>9^8 00 
33,480 00 
17,084 CO 

4*5 00 
X7,i7o 00 
a,6io 00 
5 00 
18,463 00 
16,099 00 

47,974 00 
5, 100 00 
14,780 03 

560 00 

75 00 
41,693 00 

33,501 00 

X.440 00 

7.570 CO 

930,369 00 

45i3" 00 
6,9x5 00 

3.740 00 
4,666 00 
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Cau 



Spsflcs from chimney,, stores, ttore-pipes, grates, fire|klaoefl» ete., ignidog ) 
clothing, voodwonc, etc f 

S|Miks from locomotives, IhkIkmUs, mginrt, etc 

Sparfcf from other fires.... 

Steam-pipes, ndtatort, etc., igniting beams, woodwork, etc 

Stoves, boilers, fanmcct, stove-pipes, heater-pipea, igniting beddingp dotbiog. { 
woodwork, rubbish, etc ) 

Stoves, grates, etc. (hot coal £aUiog from) 

Stores, kerosene, gasoline, etc., explosion of 

Stores, kerosene, gasoline, etc, falling, upiecdjig, etc 

Spontaneous combustion of oilj rags, cotton, dry colon, etc 

ThAwinf out water and rss pipes, tanks, etc" with candle 霧, lighted paper, etc 

TnuBpt, Tagrants and others lighting fires in bushes, woods, rmetat lots' unoc- 1 
cupied buildings, etc ) 

Tar pott, in streets, oo roofs, etc.. boUiog over 

Total 



M AMHATTAX. 



Fins. 


MJOM. 






¥> 


910 00 




79,010 00 


98 






ioa,4o6 00 


t6 


1 3.907 00 


i6 




54 


6,249 00 


«9 


313,79* <» 


36 


1,680 00 


«54 


390 00 


«4 


90O 00 




$5,406^04 00 
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Thb Bronx. 



Fires. 



15 
9 

3« 



5 
iz 
9 

4. 



404 



Lois. 



#5.855 00 
z,68o 00 
7,350 00 

16,805 00 

1,065 00 

875 00 
18,510 00 

40 CO 

«.78S 00 
110 00 



書 1 74,43， 00 



Manhattan amd 
Thb Uronx. Total. 



Fires. 

166 

59 

6 

a8 

3«7 
x6 
90 

59 
xoo 

38 
185 

18 



#95,851 CO 
，，5qo 00 
86,360 00 

xi9»3zi 00 
13,107 00 

7.»«4 oo 
1,700 00 
310 00 



Richmond. 



Fires. 



15.5^835 00 



6 

3 



«9 

3 
6 

9 
as 



釁 87 



Loss. 



TOTAU 



拿 309 OO 

35 00 



9*436 00 

80 00 
5IX 00 

13,193 00 
355 00 

3*3*3 <» 



Fire*. 



300,691 00 



173 
69 
6 
98 

346 

x6 

aj 
65 
109 

4> 

axo 
18 



5,743 



Loss. 



•36,153 00 
9,635 00 
86,360 00 

«4,539 oo 
ta8，647 00 

13,307 00 
4.735 OO" 

345*495 00 
a.075 00 
5,498 00 
310 00 



•5,883,536 00 
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U 




Sentenced to Sing 
Sing Prison for 25 
years, April aa. 


When and 
or What 

CONVICTBD. 


Court 1 1 
General 
Sessions, } 
first de- 1 


•aiVQ aicv 


Fint d e - 


Nature of Chasgb and 


Circumstances. 


Char:ged with setting fire to premises No. ( 
355 East Eighty-eighth street, January -| 


1 


Occupation. 




Dbscription of Person. 


Nativity. 


United States 


Color. 


White. 


K 


Male.. 




0^ 


i 


Name. 


Frederick Wagner. 
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Action in Cases of Suspected Incendiarism for the Boroughs of Manhattan, 
The Bronx and Richmond, Year ending December 31, 1901. 

January 18, 1901 一 Setting fire to premises No. 39 Pitt street. Dis- 
missed by Magistrate January 19, 1901. 

January 29, 1901 一 Setting fire to premises No, 503 West One Hun- 
dred and Forty-ninth street. Dismissed by Magistrate February 6, 1901. 

January 30, 1901 一 Setting fire to premises No. 30 Whitehall street. 
Grand Jury failed to indict March 18, 1901. 

February 8, 1901 一 Setting fire to premises No. 157 West Thirteenth 
street. Dismissed by Recorder August 12, 1901. 

, February 13, 1901 ― Setting fire to premises No. 36^ Baxter street. 
Dismissed by Magistrate February 19, 1901. 

February 13, 1901 一 Setting fire to premises No. 36^ Baxter street. 
Dismissed by Magistrate February 19, 1901. 

February 24, 1901 一 Setting fire to premises No. 408 West Thirty- 
ninth street. Dismissed by Magistrate February 27, 1901. 

March 15, 1901 一 Setting fire to premises No. 50 Wes't Thirty-sixth 
street. Dismissed by Magistrate March 16, 1901. 

March 15, 1901 一 Setting fire to premises No. 50 West Thirty-sixth 
street. Dismissed by Magistrate March 16, 1901. 

March 31, 1901 一 Setting fire to pier, Department of Street Cleaning, 
foot of East Forty-sixth street. Charge of arson dismissed. Held for 
unlawful entrance April 9, 1901. 

April 4, 1 901 一 Setting fire to premises No. 422 East One Hundred 
and Fourth street. Committed to Bellevue Hospital by Magistrate April 
5, 1 901. Indicted April 30, 1901. Died in hospital while under indictment. 

April 9, 1 901 ― Setting fire to premises No. 217 West Fourteenth 
street. Charge of arson dismissed. Held for petty larceny April 22, 1901. 
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May 19, 1 90 1 — Setting fire to premises No. 423 West Thirteenth 
street, New York City. Dismissed by Magistrate May 21, 1901. 

May 19, 1 901 ― Setting fire to premises No. 423 West Thirteenth 
street, New York City. Dismissed by Magistrate May 21, 1901. 

May 19, 1 901 ― Setting fire to premises No. 423 West Thirteenth 
street, New York City. Dismissed by Magistrate May 21, 1901. 

May 26, 1 901 — Setting fire to premises Nos. 85-87 Willett street. Dis- 
missed by Magistrate June 14, 1901. 

July 14, 1 901 一 Setting fire to premises No. iii Second avenue. Dis- 
missed by Magistrate July 16, 1901. 

July 25, 1 901 一 Setting fire to premises No. 227 Madison street. 
Grand Jury failed to indict August 13, 1901. 

August 30, 1 901 一 Setting fire to premises No. 16 East One Hundred 
and Ninth street. Grand Jury failed to indict September 5, 1901. 

September 7, 1901 一 Setting fire to premises No. 219 West Seven- 
teenth street. Dismissed by Magistrate September 9, 1901. 

September 7, 1901 一 Setting fire to premises No. 219 West Seven- 
teenth street. Dismissed by Magistrate September 9, 1901. 

September 28, 1901 ― Setting fire to premises No. 16 Goerck street. 
Dismissed by Magistrate October 16, 1901. 

September 28, 1901 一 Setting fire to premises No. 16 Goerck street. 
Dismissed by Magistrate October 16, 1901. 

October 12, 1901 — Setting fire to premises Nos. 206-210 West 
One Hundrefl and Eighteenth street. Acquitted by jury November 
19, 1901. 

October 14, 1901 一 Setting fire to premises No. 2290 Third avenue. 
Pending. ' 
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October 22, 1901 ― Setting fire to premises No. 617 Second avenue. 
Pending. 

November 4, 1901 一 Setting fire to premises No. 313 East One Hun- 
dred and Eighth street. Dismissed by Magistrate November 6, 1901. 

November 12, 1901 — Setting fire to premises No. loi Mott street. 
Dismissed by Magistrate December 5, 1901. 

November 16, 1901 一 Setting fire to premises No. 307 East Eighty- 
third street. Pending. 

November 16, 1901 一 Setting fire to premises No. 307 East Eighty- 
third street. Pending. 

November 26, 1901 ― Setting fire to premises No. 106 Greenwich 
street. Pending. 

November 26, 1901 一 Setting fire to premises No. 106 Greenwich 
street. Pending. 
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Record of Complaints and Disposition for the Year ending 

December 31, 1901. 



From What Sourcb. 




Anonymous 

Bureau of Combustibles 

Board of Fire Underwriters. 

Chiefs of Bureau ' 

Department of Buildings. • . ' 

Employees. 

Fire Marshal's Bureau 

Health Department 

Insurance Inspectors *... 

Inspectors (Factory) 

MiacelUneous 

Neighbors 

Owner 

Occupants or tenants 

Eogine companies. 

Hook and Ladder companies. 



Total, 



30X 



Class of Stkuctukb, 

OR fiuSINKSS. 



Bake-shop 

Blacksmith shop , 
Boarding-houies 



Churches . . , 
Cooperages. 
Dwellings. • , 
Dance-hall. 



Factories. . 



46 

109 
40 




No. 



xo 



17 



a 



【48 



3 



Hotel 

Laundries 

Lodging-house 

Market 

Machine-shop 

Mercantile 90 

Mitcellaneous 

Planing-mill 

Rag-shops 

Restaurants 

Rolling' mill 

Shed 

Scabies 

Saloon 

Teaement tailors 

Trestle 

Vacant lot 

Warehouse 

Wheelwright '. 

Public school 

Tenements 31 

Music-hall 



Cause op Complaints. 



No. 



Defective gas-brackets, 

" flues 

" steam-pipea.. 

•• ranges 

" stoves 

" furnaces 

grates 

fireplaces … • 



197 
a 



Generally dangerous con' 
dition. 

Swaying gas- bracket! 



Unprotected dumb-waiter) 
shafts f 

Unprotected air-shafts 



11 



a 
a 

ao 

9 
a 



Total , 



673 



Total. 



«73 



119 



Causes removed 96 

Complied with 264 

No cause , 31 

Pending. ' 279 

Referred to other departments 3 

Total 673 



Manhattan 645 

Bronx - 24 

Richmond 4 

Total 673 



Horses. 

Number on hand December 3 1 , 1900 547 

Bought during the year 1901 70 

Presented to Department by Commissioner in 1901 i 

618 



Of the above number, 29 were sold at public auction and 20 died, 

leaving on hand December 31, 1901 569 
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Bond Issues. 

During 1901 there became available, for the acquisition of new sites, 
the construction and equipment of new buildings and for placing the wires 
and conduits of the telegraph system underground, pursuant to the pro- 
visions of chapter 76 of the Laws of 1894, as amended by chapter 751 of 
the Laws of 1896， the proceeds of a bond sale of $300,000 ( authorized 
for the year 1900), and of a like amount of $300,000, for similar purposes, 
for the current year ； also of $200,000, under section 48 of the Greater New 
York Charter, for the erection and equipment of a new repair shop 
structure; and of $75,000, under subdivision 8 of section 188 of said 
instrument, for the making of extensive repairs and alterations to the 
fire-boats " Zophar Mills" ( Engine 51) and "The New Yorker" 
(Engine 57). 

By the judicious expenditure of these moneys the Department will be 
in a position to afford enlarged and improved service in the way of fire 
protection to sections in the boroughs of Manhattan and The Bronx where 
it is greatly needed ； to provide a repair shop building of sufficient 
capacity and equipment to meet present and prospective requirements, the 
structure which it is proposed to supersede having been erected more than 
a quarter of a century since ； and to place in condition for efficient service 
in safeguarding from the danger of destruction by fire the shipping in 
the harbor and the immensely valuable store of merchandise lining the 
city's extensive water front, two of the fire-boats which, by reason of 
long and continuous use, have deteriorated in effectiveness and require 
to be extensively renovated. 
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Report of the Buildings Superintendent for the Year ending 

December 31, 1901. 

New Buildings, 

New buildings were completed for and occupied by the following 
companies during the year : 

Hook and Ladder 24, Nos. 113-115 West Thirty-third street . $52,290 00 



Hook and Ladder 25, No, 205 West Seventy-seventh street 1 , 

Engine 74, No. 207 West Seventy-seventh street \ 

Engine 71, No. 876 Railroad avenue 33,020 00 

Engine 75, One Hundred and Eighty-third street and Jerome 

avenue 25,390 00 

Night quarters for crew of fire-boat, located foot of Grand 

street, East river 3,187 00 



On December 31, 1901, there was no work in progress on new 
buildings. 

Contracts payable from a bond issue were let and the work completed 

as follows : 



For Alterations. 

Engine 24, No. 78 Morton street •. $4,165 00 

Hook and Ladder 21, No. 432 West Thirty-sixth street 2,160 00 

Engine 75, Ont Hundred and Eighty'third street and Jerome 

avenue 200 00 



Similar contracts were let and work was in progress on the 31st of 
December, 1901, as follows : 

Hook and Ladder 5, No. 96 Charles street $3,881 00 

Hook and Ladder 9, No. 209 Elizabeth street 4,513 00 

Hook and Ladder 18, No. 84 Attorney street 3,881 00 
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Repairs and Small Alterations. 

Repairs and small alterations were made to 112 buildings in the 
boroughs of Manhattan and The Bronx, at a total cost of $42,540.79. Of 
this, approximately, $7,696.56 was for alterations, additions and better- 
ments required by the exigencies of the service, and $34,844.23 was for 
ordinary repairs. 

The amount of repairs averaged $379.83 per building. 

Grouping the repairs and alterations, 934 jobs were done by contract, 
amounting to $39,211.60, and 278 jobs were done by mechanics employed 
by the Department, the estimated cost of which is $3,329.19. 

In the following report of the work done in each building the value 
of the work done by the Department mechanics has been estimated from 
the cost of the material used and the time spent. These amounts are there- 
fore approximate. The amounlr, set opposite the contract repairs are exact. 



Company. 


Contract 
Repairs. 


kstimatrd 
Rbpaiks by 
Dbrartmbnt 
Mechanics. 


Totals. 






1.94 75 


l43 5a 


$438 a? 






釁 I ax 


1 05 


aa 26 


" 3 




3'7 85 


18 60 


33C 45 


" d 




64 aa 


3 «9 








87 50 


14 04 


loi 54 


- « 6： 




130 35 


59 80 


190 05 






' 991 75 


76 60 


•98 35 






. "1 75 


36 a/ 


3o3 02 






Z49 00 


90 03 


,333 03 






zio 70 


" 97 


laa 67 






370 80 


a 80 


373 60 






»S5' 50 


"2 33 


367 83 






423 oo 


"3 75 


536 75 






:78 05 




178 05 












50 75 • 


67 75 


X18 50 






501 7Cf 


30 85 


53a 55 


" '7 




87 95 


ag 10 


"7 05 






444 75 


9a 53 


537 a8 
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Company. 


Contract 

KBPAIRS. 


Estimated 
Rbpairs bv 
Dbpaxtmbnt 
Mbchanics. 


Totals. 


Engine 






ii2t 75 


fas 


4» 










«S3 65 


44 


70 


»98 35 








841 30 




3S 


65 


tf 






371 39 


49 


4a 


3«> 74 


" 






265 80 


47 


7a 


313 5a 


暴骞 






958 56 


«3 


as 


981 8z 


" 






x68 88 


39 


35 


308 33 








ai8 75 


41 


5« 


a6o 37 


li 






147 75 


»9 




177 »7 








49 " 




37 


"I 49 








136 37 


49 


95 


186 3a 








•69 73 


7 


75 


"7 48 










3 


OS 


1,590 75 








66 75 


as 


45 


93 90 








684 03 


7 


Sa 


691 57 








■59 15 


69 


60 


3«8 75 








167 50 




as 


i6; 75 




36 




383 00 






4" 05 








138 0。 - 




55 


160 55 








8o 72 


37 


68 


118 40 








60E 40 


6 


«4 


607 64 








170 90 


88 


77 


958 97 


41 






x«4 00 


7 


zo 


131 10 


M 






"I 00 


7' 


40 


513 40 


il 






«7 55 


x8 


04 


35 59 








183 85 


y> 


33 


ax4 20 








97a 8s 


61 


»3 


1,034 08 




46 




"6 25 




45 


147 70 








140 xo 


















140 10 








920 7《 


a 


45 












as 


ao 


95 ao 








269 00 


18 


00 


287 03 








III CO 


za 


xo 


123 xo 








»53 CO 


38 


10 


991 篥 








aoa 75 


15 


45 


21 8 ao 








603 75 


47 


07 


650 83 








624 75 


6 


64 


63， 39 
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Company. 



Engine $6. 

" 57. 
58. 

59- 

60. 

61. 
62. 

63. 
64. 

65. 
66. 

67. 
68. 

70. 
7:' 
7»« 
73- 
74- 



if 



暴暴 



75' 



Hook and Ladder 



a. 



M 



6. 

8. 

9- 
xo. 

Zl. 
Z8. 

«3- 
«4. 

IS- 
x6. 

17' 




|so6 


50 


799 


75 


"5 


10 


331 


80 


578 


45 


aao 


as 


"9 


as 


70 


00 


103 


00 


884 


CO 


214 


50 


«33 


7: 


357 


50 


68 


CO 


436 


00 


246 


45 


XS3 


50 


78 


30 


80 


50 


339 


50 


xco 


95 


'.534 


95 


35X 


00 


345 


95 


758 


45 


787 


60 


"7 


50 


197 


75 


934 


99 


934 


as 


335 


CO 


9x7 


75 


44 


00 


19 


as 


270 


00 


2,638 




386 


50 



ESTIMATBD 
RSFAIKS BY 
DBFAJtTMBMT 

Mechanics- 



Totals. 





"47 40 


X4 80 


8" 55 


5i 


143 63 


XI 60 


333 40 


33 00 


6tt 45 


34 ao 


»54 45 


38 35 


257 fo 




70 00 


664s 


169 45 




£8503 


la 80 


827 30 


5 00 


838 71 




357 50 




68 00 


55 40 


49* 40 


13s 70 


38a «S 




Z53 50 


3 SO 


8( 80 


7 05 


27 55 


6675 


a» '5 


75 45 




31 55 


1,566 50 


36 40 


387 40 


«S 7: 


37« 66 


ai 53 


779 98 


" 33 


798 93 


75 


238. 95 


•5 €0 


««3 35 




9*7 6» 


90 04 




8 40 


"a 4。 


a3 xo 


34^85 


40 60 




38 43 


57 C« 


41 71 


3U 7: 


6 50 


3.644 75 


5 50 


99% 00 
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Company. 



Hook and Ladder 18. 

19. 



«« 



ao. 

91. 

aa. 
33' 

as- 



Headquarters Building 

Hospital and Training Stables 

Repair Shops 

Bell Tower, Mouot Morris Park 

No. 173 Elm street 

One Hundred and Forty-ninth street and Trioity 
Fuel Depot 4 



tf 



X9 

30. 



Total 



Contract 
Repairs. 



•1,071 17 
385 so 
419 95 
500 40 
631 50 
174 00 
174 so 

50 85 
',441 36 
1,105 05 
280 50 

41 CO 
191 00 

ao 00 
a" 03 
340 " 

1,049 CO 

6 00 
136 7a 

l39,aiz 60 



estimatbd 
Rbpaiks by 
Dbpaftmbnt 
Mbchanics. 



<7« 75 

8o 95 

47 38 
a 68 

II 05 
II 70 
15 90 
65 79 
4a 45 

4 05 



Totals. 



as 
3 80 



赛 3,329 X9 



385 SO 
SCO 90 

547 78 
634 " 
"4 00 
t85 55 
6a 55 

1,457 «6 
1,170 84 

3" 95 
41 00 

:9S 05 
90 00 
277 9a 

340 40 
1,053 80 

6 03 

136 7， 
36 30 

U»,S¥> 79 



Report of Operations at the Repair Shops for the Year Ending 

December 31, 1901. 

Apparatus Received. 

2 portable search-light engines. 

3 third-size La France steam fire engines. 

2 third-size Metropolitan steam fire engines. 

1 fourth-size Metroplitan steam fire engine. 

2 85-foot Hayes aerial extension ladder trucks. 

2 85-foot Dederick aerial aerial extension ladder trucks. 

I 75-foot Babcock aerial turnable truck. 

9 
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14 



2 



2 



300 



4 



first-size hose wagons. 

first-size hose wagon (boat tender). 

second-size hose wagons. 

third-size hose wagon. 

Battalion Chiefs' wagons. 



lengths 
lengths 
lengths 
lengths 
lengths 
lengths 
lengths 
lengths 
lengths 



it 

St 



Hose Received. 

White Star ，， 2^ -inch rubber hose. 
Peerless White Star ，， 2^ -inch rubber hose. 
Conqueror ,, 2^ -inch rubber hose. 
Peerless ，， 23^ -inch rubber hose. 
Knickerbocker " 3-inch rubber hose. 
Titan " 2;j4-inch rubber hose. 
Eureka " 2^ -inch fabric hose. 
Unique" 2^ -inch fafric hose. 
Unique " i^-inch fabric hose. 



Repaired at Works. 

hook and ladder truck, by La France Fire Engine Com- 
pany, at a cost of 



$885 00 



Fire-boats Repaired at Berths. 

The New Yorker" ( Engine 57), by John Sullivan, at a 

cost of 350 00 

The New Yorker ，， (Engine 57), by George N. Gardiner & 

Son, at a cost of 235 00 

The New Yorker " ( Engine 57), by John Ashcroft Grate 

Bar Co., at a cost of 120 00 

Zophar Mills" ( Engine 51), by John Sullivan, at a cost 

of 350 00 

Zophar Mills " ( Engine 51), by George N. Gardiner & Son, 

at a cost of 250 00 

Zophar Mills ，， (Engine 51), by George N. Gardiner & Son, 

at a cost of 250 00 
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" Robert A. Van Wyck " (Engine 66), by George N. Gar- 
diner & Son, at a cost of 235 00 

" Robert A. Van Wyck ,， ( Engine 66), by Charles Corey & 

Sons, at a cost of 21 50 

"Robert A. Van Wyck " ( Engine 66), by Heipershausen 

Bros., at a cost of 3 50 

"Robert A. Van Wyck" ( Engine 66), by Heipershausen 

Bros., at a cost of 30 00 

" Robert A. Van Wyck " ( Engine 66), by George N. Gar- 
diner & Son, at a cost of 250 00 

" Robert A. Van Wyck " ( Engine 66), by David Nichol Iron 

Works, at a cost of 320 00 

"Robert A. Van Wyck" ( Engine 66), by Heipershausen 

Bros., at a cost of 180 00 

" William F. Havemeyer" ( Engine 43), by Jas. Shewan & 

Son, at a cost of 75 00 

" William F. Havemeyer ，， ( Engine 43), by John Sullivan, 

at a cost of 12 75 

Apparatus Repaired and Placed in Sennce Outside of Working Hours, 

100 engines. 
20 hose wagons. 
65 hook and ladder trucks. 

8 water towers. 

I Battalion wagon. 

Apparatus Repaired in Quarters. 

78 engines. 

1 hose wagon. 

105 hook and ladder trucks. 
12 water towers 

2 Battalion wagons. 
I chemical engine. 



132 



Apparatus Repaired at Repair Shops. 
1 66 engines, 98 extensively. 
3 engines (chemical), extensively. 

1 engine (electric). 

43 hook and ladder trucks, 18 extensively. 
75 hose wagons, 40 extensively. 
II water towers, 3 extensively. 

2 fuel wagons, i extensively. 

no Battalion wagons, 37 extensively. 

The working force of the various branches of the shops were kept 
constantly at work repairing and turning out new work. 

New York Fire Department Relief Fund. 

Receipts, 1901. 



Oil licenses $68,700 00 

Fireworks permits 5,300 00 

Special permits 8,600 00 

Permits for sale,, use, etc., of explosives 2,386 00 

Chimney fire penalties 1,540 00 

Powder licenses 485 00 

Fire in street permits 34 00 

Penalties 742 00 

Violations of Agricultural Laws 1,041 25 

Contributions 1,717 00 

Excise tax 150,000 00 

Foreign fire insurance tax 69,674 00 

Interest on investments 43,030 94 

Sale of condemned property 9,925 83 

Refunds 629 62 

Fines 6,520 93 

Special leaves 3,416 16 



Total $373742 73 
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Contributions ~ Donations, 

Feb. I. Tiffany & Company $250 00 

" 5. Manhattan Fire Alarm Company 427 00 

" • 5. Brooklyn Heights R. R. Company 100 00 

Mar. 12. Herbert Parsons • 50 00 

May 8. Manhattan Fire Alarm Company 590 00 

Aug. I. E. Faber Pencil Company 10000 

" I. Sonoma Wine & Brandy Company 25 00 

" 20. Jones Brothers 50 00 

Oct. I. William Wise & Son 25 00 

" 29. Ira A. Shaler 100 00 



Total $1,717 00 



DISBURSEMENTS FROM THE RELIEF FUND IN I9OI. 

Pensions of widows and orphans, Manhattan and The 

Bronx $82,208 17 

Pensions of retired men, Manhattan and The Bronx 196,204 10 

Pensions of relieved men, Manhattan and The Bronx . . . . 51,637 32 

Pensions of widows and orphans, Brooklyn and Queens . . . 32,307 32 

Pensions of retired men, Brooklyn and Queens 58,249 86 



Total $420,606 77 



RECAPITULATION. 

Amount of fund December 31, 1900 $1,307,537 04 

Receipts during 1901 373,742 73 

Aggregate $1,681,279 77 

Disbursements 420,606 77 



Balance on hand December 31, 1901 $1,260,673 00 
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On Pension Roll, December 31, 1901. 

Number of retired men, Manhattan and The Bronx 262 

Number of relieved men, Manhattan and The Bronx 73 

Number of retired men, Brooklyn and Queens 81 

Number of widows and orphans, Manhattan and The Bronx 271 

Number of widows and orphans, Brooklyn and Queens .... 112 

Total 799 



New York Fire Department Life Insurance Fund. 
Amount of fund December 31, 1900 $21,537 99 

Receipts During 1901. 
Assessments received from members of the 

uniformed force, etc $54,411 00 

Interest 526 40 

54,937 40 

Total $76,475 39 

Disbursements During 1901. 

January ~ 

Widow of Michael Johnston $1,000 00 

Widow of John Leddy … i,ooo 00 

Widow of William F. McCann 1,000 00 

February ― 

Widow of George W. Dean … i，ooo 00 

Widow of James W. Gallagher 1,000 00 

Widow of Frank Featherston 1,000 00 

Widow of George S. Bradley 1,000 00 

Administrator of James S. Jones 1,000 00 

Widow of Mortimer A. Roberts i，ooo 00 

Widow of John Stone 1,000 00 

Administrator of Oscar A. Pesoa 1,000 00 
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March "― 

Widow of Martin J. Murphy i,ooo oo 

Administrator of John S. Hawkins i,ooo oo 

Widow of Luke J. O'Byme i，ooo oo 

Widow of John F. Geary • i,ooo oo 

Administrator of William G. Trass i,ooo oo 

April ― 

Widow of Philip Pitzer i,ooo oo 

Widow of James T, Geraghty i,ooo oo 

Administrator of Samuel R. Collins i,ooo oo 

Widow of William J. del Armitage I'ooo oo 

Widow of George W. Jonas 1,000 00 

Widow of Christopher D. Boyne 1,000 00 

May ~ 

Widow of John A. Keveny i ,000 00 

Administrator of Malachi Haley 1,000 00 

Administrator of James E. Nugent 1,000 00 

Administrator of John McQueen 1,000 00 

Administrator of James Conboy 1,000 00 

Widow of Patrick O'Connell 1,000 00 

June ~ 

Widow of Peter Vetter, Jr 1,000 00 

Widow of Edwin C. Murtha 1,000 00 

Administrator of William Dunnigan 1,000 00 

Widow of John J. Fanning 1,000 00 

Widow of David H. Soden 1,000 00 

Administrator of James J. Carolan 1,000 00 

July- 
Widow of Paul Bauer i，ooo 00 

Widow of Patrick Barry, No. i 1,000 00 

Widow of Peter J. Starrs 1,000 00 
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August ~ 

Widow of William H. Reynolds 1,000 00 

Widow of John Trainor 1,000 00 

Widow of Peter J. Reilly 1,000 00 

Widow of Frank G. Metzler 1,000 00 

Widow of George W. Gurnell 1,000 00 

Widow of William H. Fleming 1,000 00 

September ~ ' 

Administrator of Edward L. Gard 1,000 00 

October ~ ' 

Administrator of Thos. P. Connelly 1,000 00 

Administrator of John Silk 1,000 00 

Widow of Richard C. Lamb 1,000 00 

Widow of Felix K. Jewell 1,000 00 

November ~ 

Widow of George W. Kershaw 1,000 00 

Administrator of Alfred G. Hunter 1,000 00 

Widow of William Ryan 1,000 00 

December ~ 

Widow of Cornelius F. Britt 1,000 00 

Widow of George W. McDonough 1,000 00 

Administrator of John T. Whelan 1,000 00 

54,ooo 00 

Balance on hand December 31, 1901 $22,475 39 



Balance on hand December 31, 1900 $21,537 99 

Receipts during 1901 54,937 40 

Aggregate $76,475 39 

Disbursements 54,ooo 00 



Balance on hand December 31, 1901 $22,475 39 
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Buildings of the Fire Department. 

Boroughs of Manhattan and The Bronx, 

Headquarters ~ Office of Commissioner, Chief of Department, Inspec- 
tor of Combustibles, Fire Marshal, Buildings Superintendent, Fire Alarm 
Telegraph, Medical Officers and School of Instruction, Nos. 157 and 
159 East Sixty-seventh street. 

Repair Shops, Nos. 130 and 132 West Third street. 

Hospital and Training Stables, Nos. 133 and 135 West Ninety-ninth 
street. , . 

Bell-Tower and Lookout, Mount Morris Square. 

Bell-Tower and Lookout, Fulton avenue, between One Hundred and 
Sixty-seventh and One Hundred and Sixty-eighth streets, rear of quarters 
of Engine 42. 

Lookout, southwest corner of Tenth street and Sixth avenue, Jefferson 
Market Court-house. 

Engine i, No. 165 West Twenty-ninth street. 

" 2, No. 530 West Forty-third street (Fuel Depot No. 13). 

" 3, No. 417 West Seventeenth street (Fuel Depot No. 10). 

" 4, No. 119 Maiden lane. 

" 5, No. 340 East Fourteenth street. 

" 6， No. 100 Cedar street. 

" 7, No. 22 Chambers street. 

" 8， No. 165 East Fifty-first street. 

" 9, No. 55 East Broadway. 

" 10, No. 8 Stone street. 

" II, No. 437 East Houston street. 

" 12, No. 261 William street. 

" 13, No. 99 Wooster street. 

" 14, No. 14 East Eighteenth street. 

" 15, No. 269 Henry street. 

" 16, No. 223 East Twenty-fifth street. 

" 17, No. 91 Ludlow street. 
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Engine i8, 



4t 



No. 132 West Tenth street (Fuel Depot No. 8). 
No. 355 West Twenty-fifth street (Fuel Depot No. 11). 
No. 47 Marion street. 
No. 216 East Fortieth street. 

No. 159 East Eighty-fifth street (Fuel Depot No. 16). 
No. 23s West Fifty-eighth street (Fuel Depot No. 15). 
No. 78 Morton street (Fuel Depot No. 7). 
No. 342 Fifth street. 
No. 220 West Thirty-seventh street. 
No. 173 Franklin street. 
No. 604 East Eleventh street. 
No. 160 Chambers street. 
No. 253 Spring street (Fuel Depot No. 6).* 
White and Elm streets. 
No. 108 John street.* 
Nos. 42 and 44 Great Jones street. 
No. 440 West Thirty-third street. 
No. 223 East One Hundred and Nineteenth street. 
No. 1849 Park avenue. 
No. 83 Lawrence street. 
No. 1907 Amsterdam avenue. 
No. 157 East Sixty-seventh street. 
No. 153 West Sixty-eighth street. 
No. 2801 North Third avenue. 1 1 
No. 1 192 Fulton avenue. 

(floating engine, fire-boat " Wm. F. Havemeyer ") foot East 
Ninety-ninth street (boat sold at public auction October 2, 
1901). 

44, No. 221 East Seventy-fifth street. 

45, No. 1 187 Tremont avenue. 

46, No. 715-717 East One Hundred and Seventy-sixth street. 

47, One Hundred and Thirteenth street, near Amsterdam avenue. 

48, No. 2504 Webster avenue. 



19， 
20， 

21, 

22， 

23, 
24， 

25: 
26, 

27， 
28, 

29， 
30， 
31 
32， 

33， 
34, 

35: 

37， 
38, 

39， 
40, 
41: 
42, 

43: 
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Engine 49, Blackwell，s Island. 

" 50, No. 749 East One Hundred and Sixty-sixth street (Fuel 
Depot No. 22). 

" 51， (floating engine, fire-boat " Zophar Mills") foot of West 

Thirteenth street. 

" 52, Riverdale avenue, near junction of Westchester avenue. 

" 53, No. 175 East One Hundred and Fourth street (Fuel Depot 
No. 18). 

" 54, No. 304 West Forty-seventh street. 

" 55， No. 363 Broome street. 

" 56, No. 120 West Eighty-third street. 

" 57, (floating engine, fire-boat " The New Yorker,") Pier i, North 
river. 

" 58, No. 81 West One Hundred and Fifteenth street. 

" 59, No. 180 West One Hundred and Thirty-seventh street. 

" 60, No. 606 East One Hundred and Thirty-seventh street. 

" 61， north side Main street, east of Arnow place, Westchester 
Village. 

" 62, No. 61 White Plains avenue.* 
" 63, Wakefield.* 
" 64, Unionport. 

" 65, No. 33 West Forty-third street, 

" 66, (floating engine, fire-boat " Robert A. Van Wyck ") foot of 

Grand street, East river. 

" 67, One Hundred and Seventieth street, 95 feet east of Audubon 
avenue. 

" 68, No. 1 1 16 Ogden avenue. 

" 69, Two Hundred and Thirty-third street, west of Katonah 
avenue. 

" 70， Scofield avenue, City Island. 

" 71, Park avenue and One Hundred and Fifty-ninth street. 
" 72, No. 22 East Twelfth street. 

" 73， One Hundred and Fifty-second street and Prospect avenue. 

" 74, No. 207 West Seventy-seventh street. 

" 75, Jerome avenue and One Hundred and Eighty-third street. 

I 



140 



Hook and Ladder i, No. 26 Chambers street. 

2, No. 126 E'ast Fiftieth street (Fuel Depot No. 14). 

3, No. 108 East Thirteenth street.' 
4， No. 788 Eighth avenue. 

5, No. 96 Charles street. 

6, No. 77 Canal street. 

7, No. 217 East Twenty-eighth street. 
8， No. 7 North Moore street. 
9, No. 209 Elizabeth street. 

10, No. 191 Fulton street. 

11, No. 742 Fifth street. 

12, No. 243 West Twentieth street. 

13, No. 159 East Eighty-seventh street. 

14, No. 120 East One Hundred and Twenty-fifth street. 

15, Old slip, between Water and Front streets. 

16, No. 159 East Sixty-seventh street. 

17, No. 589 East One Hundred and Forty-third street 
( Fuel Depot No. 21). 

18, No. 84 Attorney street. 

19, No. 866 Forest avenue. 

20, No. 157 Mercer street (Fuel Depot No. 23). 

21, No. 432 West Thirty-sixth street. 

22, No. 766 Amsterdam avenue (Fuel Depot No. 17). 

23, No. 504 West One Hundred and Fortieth street. 

24, Nos. 113-115 West Thirty-third street. 

25, No. 205 West Seventy-seventh street. 
Fuel Depot No. i, No. 28 Beaver street. 

2, Elm and White streets. 

3, 

4, No. 180 Clinton street. 

5, No. 199 Chrystie street. 

6, No. 253 Spring street. 

7, No. 78 Morton street. 
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Fuel Depot No. 8， No. 132 West Tenth street. 

" 9, No. 106 East Thirteenth street. 

" 10, No. 417 West Seventeenth street. 

II, No. 355 West Twenty-fifth street. 

" 12, No. 160 East Thirty-third street. 

" 13, No. 530 West Forty-third street. 

" 14, No. 126 East Fiftieth street. 

" 15, No. 23s West Fifty-eighth street. 

" 16, No. 159 East Eighty-fifth street. 

" 17, No. 766 Amsterdam avenue. 

" 18, No. 175 East One Hundred and Fourth street. 

" 19, No. 209 East One Hundred and Twenty-second street. 

" 20, No. 58 Lawrence street. 

" 21, No. 589 East One Hundred and Forty-third street. 

" 22, No. 749 East One Hundred and Sixty-sixth street. 

" 23, No. 155 Mercer street. 
Storehouse, No. 20 Eldridge street. 

" No. 180 Clinton street (Fuel Depot No. 4). 

" No. 199 Chrystie street (Fuel Depot No. 5). 

" No. 1922 Lillian street. 

" No. 160 East Thirty-third street (Fuel Depot No. 12). 

" North side of Third street, Williamsbridge. 

" No. 173 Elm street. 

" No. 909 East One Hundred and Forty-ninth street. 

" Main street and Westchester Turnpike. 

The locations marked thus 窜 are leawd by the Department ； all others are city property. At the location 
marked thus II lot in rear of quarters is leased. 
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BOROUGHS OF BROOKLYN AND QUEENS. 

Report for the Year ending December 31, 1901. 

personnel, etc. 

On December 31, 1901, the active personnel of the Department in these 
boroughs numbered 1,246, the fire extinguishing force, comprising 1,138 
members, assigned, with the exception of 26 chief officers, to the 81 
companies of the 16 battalions. The companies are classified as follows : 



Fire-boats 2 

Engine companies 60 

Hook and ladder companies 19 

Aggregate 81 



Of the above engine companies, twelve have additional equipment of 
hook and ladder truck ； two additional equipment of chemical engine, and 
one a water tower. Of the hook and ladder companies, one has additional 
equipment of a hose tender and one a search-light engine. 

Headquarters ~ 

Deputy Fire Commissioner i 

Secretary, Boroughs of Brooklyn and Queens i 



Private Secretary i 

Examiner of Accounts i 

Stenographer i 

Surgeons (Medical officers) 3 

Laborers 2 

Cleaners 6 

Elevator Attendant i 

Assistant Batteryman i 

Messengers 2 



20 
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Bureau Chief of Department (Uniformed Force) 一 

Deputy Chief of Department in charge i 

Deputy Chiefs of Department 4 

Chiefs of Battalions rT 21 

Foremen (Captains) 98 

Assistant Foremen (Lieutenants) 102 

Engineers of Steamers 126 

Firemen first grade 560 

" second grade 51 

" third grade 64 

" fourth grade 67 

" on probation 34 

776 

1,128 

Bureau Chief of Department (Ununiformed Force) 一 

Captains of fire-boats 2 

Pilot of fire-boat i 

Acting Marine Engineer i 

Coal Passers • 3 

Stokers 2 

Boiler Fireman i 



10 



Bureau of Combustibles ~ 

Assistant Inspector of Combustibles 



Cashier i 

Clerk I 

Oil Collectors 9 

Surveyors 2 



14 
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Bureau of Fire Marshal ~ 

Fire Marshal 

Assistant Fire Marshal : 

Inspector 

Assistant Inspector 

Clerk 

Stenographer 



6 



Fire Alarm Telegraph Branch ― 

Inspector of Telegraph 

Inspector of Fire-alarm Boxes 
Batteryman in charge 



Batterymen 4 

Linemen 8 

Groundmen 5 

Laborers 3 



23 

Repair Shops 一 

Blacksmiths 3 

Machinists 3 

Wheelwrights 2 

Sailmaker i 

Carpenters 6 

Painters 5 

Plumber i 

Tinsmith I 

Roofer i 

Helpers 2 

Laborers 7 

Toolmen 5 

Batterymen i 

Mason i 



39 
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Hospital and Training Stables ~ 

Stableman i 

Hostler i 

Tooltnen 2 

Laborers 2 

6 

RECAPITULATION. 

Headquarters 20 

Bureau Chief of Department, Uniformed Force 1,128 

Bureau Chief of Department, Ununiformed Force 10 

Bureau of Combustibles 14 

Bureau of Fire Marshal 6 

Fire Alarm Telegraph Branch 23 

Repair Shops 39 

Hospital and Training Stables 6 



Total 1,246 



Appointments. 

I Batteryman. 
I Stoker on fire-boat. 
70 Firemen to 4th grade, after having served probationary period, 
as by law required. 

34 Ununiformed Firemen appointed for probationary period of three 
months on December 10, 1901. 

Promotions. 

I Foreman ； to Chief of Battallion. 
10 Assistant ； Foremen to Foremen. 
4 Engineers of Steamer ； to Assistant Foremen. 

6 Firemen i st grade ； to Assistant Foremen. 

7 Firemen ist grade ； to Engineers of Steamers. 
I Fireman 2d grade; to Engineer of Steamer. 
10 



146 



Reduction in Rank and Title, 
I Assistant Foreman ； to first grade Fireman, upon his own applica- 

tion. 

Reinstated. 

1 Foreman. 

2 Firemen ist grade. 

Change of Title after Civil Service (Trade) Examination. 

1 Groundman ； to Carpenter. 
4 Laborers ； to Carpenters. 

2 Laborers ； to Messengers. 

2 Laborers ； to Machinists. 
I Toolman ； to Machinist. 
I Laborer ； to Blacksmith. 
I Laborer ； to Tinsmith. 

I Laborer ； to Plumber. 

3 Laborers; to Painters. 
I Toolman; to Painter. 

I Batteryman; to Roofer. 

Resigned. 

I Assistant in charge Fire Alarm Telegraph. 

3 Firemen 4th grade. 

I Ununi formed Fireman. 

I Oil Collector. 

I Blacksmith's Helper. 

Transfers from other Departments. 

I Clerk from Department of Water Supply to Fire Marshal's Bureau. 
I Carpenter from Department of Street Cleaning* to Repair Shops. 
I Cleaner from Department of Charities to Headquarters. 
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4 Firemen ist grade. 
2 Firemen 2d grade. 
I Engineer of Steamer. 
I Assistant Fire Marshal. 

I Cleaner. 



Dismissed. 



Deceased. 



Company, Organization, Kind and Number of Apparatus^ Number of 

Horses and Number of Alarms Responded to. 



Company Nuubhr. 


Engines. 


Number of Hoie- 
(a hones). 


Number of Hose- 
wagon,, a-wheel 
(» horse). 


Number of Hook 
and Ladder 
Trucks (3 
horses). 


Number of Hook 
and Ladder 
Trucks (a 
horses). 


Number of Hook 
and Ladder 
Trucks (x 
horse). 


Number of Alarms 
Responded to. 


Number of Fires 
Performed Duty 
at. 


Engine 
















6a 


»9 
































I" 


40 


































349 
























aa 












"I 


57 
















•• 
















182 


45 


















M 
















"4 


36 
















" 
















X41 


34 


















«( 
















«9 


as 
































141 


» 


































«33 




















«• 




: 












199 


a6 


































150 


4« 
































x8o 


43 


































«M 


18 


















•1 
















9a 


3t 


















«• 
















ao5 


49 


































'74 


30 


































144 


a? 


































169 


33 


































i6t 


31 






















da 












136 


38 

















a Spare engines. 

6 iMTge four-wheel wa^on for fire-boat 

c Large four-wheel wagon for fire-boat 

d Chemical engine. 



Seth Low." 
David A. 
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Company Numbbr. 



Engine yaa 

" 133 

" 134 

*• 185 

" xa6 

" M7 

*' 128 

" 139 

" 130 

" 331 

" 133 

" 133 

" X34 

" 135 

" Z36 

X37 

*' 138 

139 

*• Z40 

" 14T 

*' 249 

" 143 

" 144 

" MS 

" 146 

,' 147 

•• 148 

" "9 … 

" 150 

" "直 I 

" xsa 

•' 153 

'• X£4 

a Spare engines. 

Chemical f ngine. 

e Fire-boat " Scth Low 



M7 


•3 


80 


18 


4« 


«5 


84 


x8 


349 


71 


9« 


»9 


96 


98 




*7 


170 


3» 


"5 


32 


68 


«9 


«44 


ax 


9> 


18 


X46 


22 


33 


，3 


lao 


sc 


13a 


:s 


905 


55 


SO 


9 


5« 


»3 


«9 


3 


18 


8 


34 


S 


40 


9 


»7 


8 


a6 


10 


59 


17 


54 




aa 


9 


83 


>9 


90 


«7 


«4 


6 


19 


3 



Pire-boftt " Darid A. Boody. 
Water-tower. 



IK J。 Jfla» 



I) 

-VSH Jo Jaqsnltl 



•(sausi c) 

•dsoH j。 Jaqig 



a 



a 



s£ Jo .sqsllJJ 



SQUVl.^ JO Jaqifli 



I) • 9! :> n J J, 

Japp*^ PUM 

V8H JO wn 



If) s >| 3 n J J. 

Jajppnq puo 

IK Jo Jxlia 
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Number of Hook 
and Ladder 
Truck* (a 
horses). 


Number of Hook 
and Ladder 
Trucks (z 
horse). 


Number of Alarms 
Responded to. 






99 






«7 


•• 




77 






3» 






51 


•• 




46 


it 




54 






4« 






148 


•• 




'43 


•• 




14a 


- 




«5X 






'73 






"4 






言 

I 夏 2 






aa3 






133 






241 






"4 






"4 






3» 






63 






S3 






36 






5» 






Z23 






60 









9 
a 

3» 



86 

69 
7a 
76 

'OS 

59 
60 

ISO 
60 

X03 
64 
64 
15 
34 
39 
»9 
3« 
36 
«5 



Company Numbbh. 



Engine 155 

157 

'S3 

159 

z6o 

z6i 

z6a 

163 

Hook and Ladder 5:' 



•• S3' 

•• 54. 

" 55. 

" 56. 



57 

•« 58 

" 59 

" 60 , 

" 61 

" 6， 

" 63 

64 

" 65 

- 66 

•• 67 

" 68 , 

•• 69 



Total. 



a Spare ei^ines. 
A Spare hose-wagon. 



18 



Spare hook and ladder truck. 
Search-lighi engine. 



•{9CS1 1) 

tvsx Jo hvqulnjK 



Engines. 


Number of Hose - 
wacons, 4>wheel 
(a ttoraes;. 










aa 




ax 




ai 








75 


6a 



£) s s| 3 n J 1, 

ja|>p*q pas 

IX JO 8lfl3N 



ISO 



Classified Description 



SiZB. 



2 



3 



4 



5 



Stvlb of 


FSAUB. 


BOILKR. 


BNGIKB. 












































M 














































































M 






if 






« 


li 












M 






4i 











































Size in Inchbs of 



7H 

7H 



8 
8 
8 

9 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 

8 



4H 
4H 
4H 

4K 

4H 
4H 
4K 

iH 

4^ 
4K 
4K 
4K 



Pounds. 

9,8oo 

9,8oo 
9.800 
8.250 
8,aoo 
8.900 
8，oco 
8,500 
8,500 
8,300 
8,400 
8,000 
8,300 
8,aoo 

6,750 
8,100 
8,aoo 
8,aoo 
8,300 
8*200 

8,Q0O 

8,300 

8,aoo 
8,400 
8，aoo 
8,aoo 
8,300 
8,900 
8,300 
8,100 
8,300 



•lsnM£ JO 



•JapaHhu ass 
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New Boilbrs, Pumps, btc. 



NO. 



WHBN. 



707 
708 

709 
486 

668 

590 
667 
381 

4«7 

697 
6oo 
684 
659 
507 
741 
68a 
598 

4" 
4«9 
546 
568 

594 
59« 
599 
654 
«9 
585 
655 
660 
658 
696 
877 



【900 



"899 
【894 
1899 
1897 
1897 



1899 
189a 

【899 
1894 
'89? 
1900 

【894 



【899 
【897 

1899 



BY WHOM. 



t American Fire Engine Com- ) 
1 pany, water tube boiler ) 

Tubular boiler, repair shop 

1 American Fire Engine Com- ) 
I paoy, water tube boiler f 

Tubular boiler, repair shop 

I American Fire Engine Com- 1 
I pany, water tube boiler ) 

La France Company, nest tube. . . , 

( American Fire Engine Com* I 
I p^ny, water tube lK>iler 1 

{Manchemter Locomotiire Works, ) 
tubular boiler ) 

( American Fire Engine Com-) 

I pany, water tube boiler ) 

( Ameiican Fire Engine Com- I 
I pany, water tube boiler j 

Tubular boiler, repa'r shop 

La France Company, oest boiler.. 

{American -Fire Engine Com-) 
pany, water tube boiler f 

La France Compaay, nemt boiler.. 

f American Fire Engine Com- 1 
\ pany, water tube boiler {" 

Tubular boiler, repair shop 

f American Fire Engine Com- 1 
\ pany, water tubes. f 



Whbrb in Skrvick. 



Spare. 
Engine 



44 



M 



44 



It 



44 



M 



«5. 

9X. 

»4* 
oa. 
06. 
08. 
10. 
la. 

«4- 
18. 

'9' 



34* 



Spare, 



Richmond Hill* 
Spare. 



M 



M 



14 



of Steam Fire-engines. 



1B94 




竇 ftAJ 




.0^ 扇 

z894 


If 


i874 




X89I 




tlH34 




IV9I 




vft** 蠻 




"73 


•1 


1593 


l« 


1005 


II 














1898 


II 


189a 




1879 


<fl 


1873 




1873 




z88o 




188a 




1884 




1885 




1885 


II 


1889 


If 


1891 


、• 


1883 




1889 




1890 




:89o 




1893 


it 


1893 


La France 



Manupac rUKBR' 



NAMB. 
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JO li 
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Size. 



Style of 



2 



3 



4 



5 



PRAMB. 



BMGINB. 



Ciane. 



參鲁 



督攀 



拿参 



»拿 



M 



Nest 

Drop tube 

Ne&t 

flfl 
IS 

j Smoke and water) 
1 tube t 

Water tube 

ii 



Double, 

Single.. 
Double. 

ftC 

II 



SizB IK Inches of 



Rotary Rotary Rotary 



8 
8 



8 

7 
8 



8 
8 
8 



4H 
4H 



8 

9 
8 

8 



4Ka 

aH 

4H 



4« 
4K 



4Vi 



4H 

4H 

4H 



Pounds. 
8,ooo 

8,ooo 

7,6oo 

7,94。 
7.7CO 
7,6oo 

7.^ 
7,420 
8,500 
7,303 
7,900 
7,aco 

7. aso 
7,403 

7.300 
7f30o 

7.3CO 
7,350 

7.500 
7,200 
7,900 
7,6uo 
6,900 
6,900 
7，coo 
6,900 
8,300 

9，90O 

8,900 

8, aoo 



Isu JO slons 



I 



153 



NAMB. 



La France. 

Silsby .... 

La France 

" 

li 

M 
fl 疆 

膽疆 



NO. 



3S8 

2931 

3«3 
403 
3»4 
3»9 
36i 
359 
«54 
334 
333 
33« 
330 
3*> 
296 

357 
3«S 
356 

39« 

384 
36a 

333 
390 
«95 

4M 
41， 

4，5 
4>3 
433 
43a 



Nbw Boilirs, Pumps, etc. 



WHBN. 



439 



BY WHOM. 



La France Company, nest boiler. . 



Whbrb in Sbrvicb. 



« 



La France C^pMiy, N«st Boiler. • 



Spare. 

Bayside. 

Engine ixi. 

»35. 
13^' 
138. 

W 

«39- 
Z40. 

«43« 
t44» 
»45- 
>47. 
148. 
X49* 
xso- 
«5x. 
«Sa. 
»53- 
»55- 
101. 

163. 
«33- 
146. 

109. 
105. 

107- 
116. 



M 



JO li sqAV 



M^^^M^^^^m ^^^^^^^^^^^^^^^^^^^ i & I 
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SiZB. 



Style op 



SizB IN Inches of 



Pounds. 
8,300 

8,3Co 

8.300 

6,500 

7,100 

6,500 

6,500 

8,700 

7»7co 

7.900 
7,800 

7,600 

7.500 
7,000 



7,360 



Chemical 



Namb. 



Chemical Engine 



Stylb. 

Crane 

Two-wheel 



Capacity. 



Two so-gallon tanks 



One So-gallon tank. 



2 



3 




5 




































• • 



















































Fire-boat 



Search-light 



VRAMB. 



Crane. 



Marine •• Scotch 



Pumps. 



Crane 



BOILBB. 



Water tube 



(t 



Spiral tube. 
Water tube 



Spiral tube 



Two sets double. 



Nesi. 



BNGINS. 



Double. 



Two Single. 
Compound . 



Vertical 



8 



•fisfdjostocs 



8 8 8 730 7 7 8 77788888 o I 5 

I I X X 



7 



7 7 6 7 6 6 8 7 7 7 7 7 7 6 h 6 7 5 

1 4 X X 
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IQOZ 

XQOt 

19OZ 

1898 

X894 
1899 

1903 
1900 
I9CO 
1900 

x686 
1886 
1894 
1885 
189a 
1885 
Z885 
1901 



La France. 



American 



«« 



M 



Clapp & Jones 



W. Cowles 



Clapp & Jones 



La France Company. 







461 






•••• 


463 




36x9 


•••• 


"304 




9678 




2679 




9703 




S1703 




9730 




•73 « 








493 




3305 






IQOO 




1895 







Tregarthen A Son, New Boiler • • . 
.McLaughlin ft McNeal 



Engine 103. 
" 1x3. 

Z36. 

«57- 
158. 
160. 
i6x. 
叫 
130. 
"7， 

I30. 

»59- 
162. 

133. t 

Hook and Ladder 68.11 



ft 



•4 



• Fire-boat "Seth Low." 
t Fire-boat '• D. A. Boody." 
t Fire-boat " Seth Low." 



I Fire-boat " D. A. Boody." 

II Two lamps, 7,000 and 9,000 candle power. 



Engines. 



Weight. 



4.375 pound 
4.500 " 
a.500 " 



Makupacturbr. 



Hollo 零 ay Company. 



Hayward Compaay, 



Number. 



iB 
aB 
3B 



Wherk in Sbrvicb. 



Spare. 
Engine 19， . 
•• Z51. 



MANVPACTUItSR's 



NAMB. 



NO. 



Nbw Boiunts, Pumps, stc. 



WHBN. 



BY WHOM. 



Whem in Sbrvicb. 



.8JA.I9S ei P8es 



々 




«ioinintf>«oinir>viinioio«niniAV)tr«v)iotAinioir^ 



i 



s 



s 



•S9 Jap3 PS IK 

翁 

M 

•sds 

.6s 

"app 一 q PIS >IO0H 

•sds 

.69 

•89 

•09 

•9s 

•eS 

•Is .SPPMq PS SIOOH 
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Description of Fire-boats. 

Seth Low " (Engine 123). 

Length over all, 99 feet 3 inches ； beam, 23 feet 9 inches ； tonnage, 
gross, 82.72 ； net, 41 ； twin screws ； engines, two, high or low pressure; 
horse-power (nominal), 265 each; cylinders, 16 x 18 stroke; steam, 100 
pounds ； built in Brooklyn in 1885 ； hull, wood; draught, 9 feet; length 
of boiler, 14 feet, Scotch ； diameter, 9 feet 3 inches ； pumps, 4.8 x 10 inches, 
Clapp & Jones; cylinders, 4, 10 stroke, 16 steam ； capacity, 3,50a 

" David A, Boody " (Engine 132). 

Length over all, 106 feet; draught, 8 feet 6 inches ； tonnage, gross, 
93.57； net, 46.79 tons; horse-power, 240; style of engines, compound con- 
densing engines ； cylinders, 14 and 26; stroke, 18 inches ； boiler, Scotch, 
with 3 furnaces ； steam carried, 130 pounds; screw, single ； pumps, double, 
10 inches ； steam cylinder, 17 inches ； stroke, 11 inches ； capacity, 6,500 
gallons ； make, American Fire Engine Works ； built in 1892 ； beam, 23 feet 
6 inches; length of boiler, 14 feet; diameter of boiler, 10 feet 3 inches ； 
built at Nohank, Conn. 



Number and Character of Alarms and Manner of Receipt for the 

Year 1901. 



Alarms. 


Mannbr of Rbceipt. 


From 
Department 
Street Alarm 
Boxes. 


Special 
.Department 
Tele^^raph 
Signals. 


Verbally. 


Automatic 
Telegraph. 


Total. 




i,65i 

32 


2a 


995 
40 


3 
8 


3,681 
"5 




26 


''049 


II 


9,9x8 



Alarms communicated by attaches of this Department 276 

" " attaches of Police Department 205 

" " district key-holders 1,069 

" " citizen key-holders 11 

" " all other means 1,357 



Total 2,918 
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Statistics of Fires for the Year 1901. 
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IV ater Consumption, 
64,038,745 gallons, of which 36,948, 1 30 gallons were river water. 
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Fire Alarm Telegraph Branch. 

Alarms and Calls. 
3,319 alarms and calls were received and transmitted, as follows : 



First alarms i ,865 

Second alarms 93 

Third alarms ••• 35 

Fourth alarms 14 

2,ooy 

Still alarms •• 358 

Verbal alarms 590 

948 

Special calls for companies 85 

Special calls for insurance patrol •> 8 

Ambulance calls 271 

364 

3.319 



From street boxes • • • 1,660 

From special building boxes 22 

From Pneumatic Signal Company 26 

From telephones 299 

2,oo7 

Still alarms 358 

Verbal alarms 590 

948 

Special calls for companies 85 

Special calls for insurance patrol 8 

Ambulance calls 271 

364 



3.319 
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Messages. 

Received 111,126 

Transmitted 118,361 

229,487 

Wire Mileage, 

There are now 932.0296 miles of electrical conductors in operation. 

Lines, 

6.9227 miles of wire were used for extensions. 
48.4217 miles of wire were used for repairs. 
4.2239 miles of wire removed. 

Poles. 

There are 3,418 poles the property of and in use by this Department. 
This includes 1,336 poles the joint property of the Fire Department and 
the New York and New Jersey Telephone Company. Removed 18 poles; 
reset 79. • 

Fire Alarm Boxes. 

63 fire-alarm boxes were installed during the year, as follows : 



Class 1 32 

Class 2 9 

Class 3 21 

Class 4 I 

63 

There are 1,293 fire-alarm boxes in service on 32 circuits, as follows : 

Class I 801 

Class 2 254 

Class 3 216 

Class 4 • 22 



1,293 
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Notable Fires. 

January 9, i.ii a. m. — Foot of Richard street. Fire originated in 
after deck of wooden pleasure steamer " Idlewild," which was moored at 
breakwater dock, Erie Basin. She was cut adrift by the watchman and 
drifted over to Beard's Dock, foot of Richard street, setting fire to the pier, 
a frame structure, 100 x 400 feet, stored with bales of jute and general 
merchandise, which ignited rapidly, owing to strong wind blowing at the 
time, which caused the fire to extend to iron steamship " St. Dunston," 
lying on east side of the pier and loaded with jute; also to iron steamship 
" Coya," lighters " Alphia," " Portland " and " Swelter," and to freight 
cars on float, all of which were lying at the pier. The fire had gained great 
headway on the steamboat " Idlewild ，， while floating around the river. 
The companies responding to first alarm, on going to the breakwater dock, 
found the boat afloat, and had to follow same along the river front until 
she struck Beard's Dock. This caused a delay of about twenty minutes in 
companies getting to work. The fire-boat " David A. Boody ，， had pro- 
peller wheel broken by striking wreck of lighter. The services of 9 
engine and 4 hook and ladder companies, i water tower and 3 fire-boats 
were required. Damage to pier and vessels as follows : Frame dock, 
steamship " St. Dunston " and lighters " Alphia," " Portland " and 
" Swelter " considerably damaged ； steamboat " Idlewild " destroyed ； 
steamship " Coya ，， and freight cars slightly damaged. Estimated dam- 
age, $150,000. The fire was under control in about 4 hours. 

February 9, 8.58 p. m. 一 Flatbush and Vernon avenues. Fire orig- 
inated in about centre of one-story frame building, 75 x 100 feet, occupied 
as car shed by Brooklyn Rapid Transit Company ； extended all through 
building, damaging same considerably ； extended to one-story frame build- 
ing, No. 59 Vernon avenue, 20 x 20 feet, occupied as stable, totally 
destroyed, and to one-story frame building, No. 70 Vernon avenue, 16 x 
20 feet, occupied as barn, slightly damaged. The •services of 6 engine 
and three hook and ladder companies were required, and the fire was under 
control in about 3 hours. Estimated damage, $i8o,cxx). 
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April 30, 1.25 A. M. 一 Nos. 558-578 Flushing avenue, three-story brick 
building, 200 x 200 feet, occupied as car sheds by Brooklyn Rapid Transit 
Company. Fire originated on second floor and extended to first and third 
floors ； building and contents totally destroyed. The intense heat from fire 
slightly scorched the outside of three-story frame dwellings on Flushing 
avenue and Hopkins street. The services of 20 engine and 4 hook and 
ladder companies were required, and the fire was under control in about 
3 hours. 

May 17, 4.18 p. M. 一 No. 187 Plymouth street, three-story brick build- 
ing, 25 X 200 feet, occupied as varnish manufactory. Caused by explosion. 
Fire originated on the first floor and extended to second and third floors, 
considerably damaging building and contents. The services of 12 engines, 
3 hook and ladder companies and 2 fire-boats were required. At this fire 
one person was burned to death and three others were seriously burned 
by the explosion before arrival of Department. The fire was under con- 
trol in about 6 hours. . 

May 23, 9.25 p. M. 一 Nos. 18-22 Hamilton avenue, five-story brick 
building, 80 x 220, occupied as wine and brandy storage warehouse. Fire 
originated on fifth floor and extended to fourth floor in rear portion of 
building and there confined. The services of 12 engines, 4 hook and 
ladder companies and 2 fire-boats were required, and the fire was under 
control in about 3 hours. The rear portion of building considerably dam- 
aged. During the fire a fireman fell overboard, was rescued by members 
of his company and returned to work. 

July 2, 6.19 p. M. — Nos. 419-433 Sackett street, two-story brick build- 
ing, 90x200 feet, known as St. Agnes' Church. The fire originated in the 
dome ； supposed to have been caused by lightning. Building and contents 
considerably damaged. The intense heat slightly damaged the three- 
story brick buildings Nos. 231, 247, 254, 265, 274, 276 Hoyt street and 
No. 436 Degraw street. The services of 12 engine and 4 hook and ladder 
companies and Water Tower i were required, and the fire was under 
control in about 2 hours. Estimated damage, $250,000. Four firemen 
were seriously injured by archway over main entrance falling. 
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July 24, 3.11 A. M. ― Nos. 42-54 West street, one-story frame building, 
100 X 175 feet, occupied as galvanizing works; extended to one-story 
frame building, Nos. 61-85 Oak street, 100 x 300 feet, and to one-story 
frame building, Nos. 60-62 Noble street. All buildings were occupied 
as factories and were totally destroyed ； contents considerably damaged. 
The services of 11 engine and 3 hook and ladder companies ^ind 2 fire- 
boats were required, and the fire was under control in about i hour. Esti- 
mated damage, $175,000. 

September 11, 10.44 p. m. — Foot Van Brunt street, five-story brick 
building, 60 x 200 feet, occupied as cotton storehouse and known as No. 
342 B. The fire originated on third floor and extended to fourth and 
fifth floors ； owing to great difficulty experienced in opening iron shutters, 
the companies were considerably delayed in getting proper streams of 
water on fire. Upper portion of building and contents damaged con- 
siderably ； lower portion slightly. The services of 12 engine and 4 hook 
and ladder companies and 2 fire-boats were required, and the fire was 
under control in about 3 hours. Estimated damage, $60,000. 

November 28, 1.51 a. m. — Nos. 216-224 Metropolitan avenue, four- 
story brick building, 125 x 200 feet, occupied by National Enameling and 
Stamping Company as manufactory. Origin of fire unknown. On 
arrival of companies flames were issuing from all floors of building, having 
gained considerable headway before alarm was sent in. The body of 
George Koch, night watchman, was found in the ruins, on the first floor. 
The services of 16 engine companies and 3 hook and ladder companies 
were required, and the fire was under control in about 3 hours. Esti- 
mated damage, $433,813. 

December 11， 4.58 a. m. 一 Nos. 1 12-130 Twenty-sixth street, three- 
story brick building, 140 x 80 feet,. occupied by the New York Saw Works 
as manufactory. The fire originated in the one-story frame building, 70 x 
120, occupied as anvil works, and extended to the two-story brick build- 
ing on Twenty-seventh street west of Third avenue, 70 x 120 feet, occu- 
pied as engine room. These buildings were connected, and without fire- 
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proof doors or shutters ； they were a total loss. The fire also extended 
to the three-story frame building, 20 x 40, No. 772 Third avenue, occupied 
as a hotel ； damage trifling. The services of 9 engine and 4 hook and 
ladder companies were required, and the fire was under control in about 
3 hours. Estimated damage, $6o，ooo. 

December 19， 8.33 a. m. ― Foot Van Brunt street, Storehouse No. 16,. 
one-story brick building, 100 x 165 feet, occupied as chemical works. The 
fire originated in a leaky still and was extinguished with fire extinguishers ； 
thereupon the superintendent of the works opened discharge gate to let con- 
tents run off, and the still ignited and set entire building on fire. Addi- 
tional alarms were immediately sent in, and, after considerable hard work, 
the fire was confined to building, which, with contents, was considerably 
damaged. After the fire was extinguished the body of John Hall, age 70 
years, an employee, was found in the ruins. The services of 11 engine 
and 4 hook and ladder companies and i fire-boat were required, and the 
fire was under control in about 2 hours. Estimated damage, $25,000. 



Volunteer System, Borough of Queens. 



Town os Villacb. 



Newtown , 

Far Rockaway , 

Flushing • , 

Woodhaveo , 

Richmond Hill , 

Rockaway Beach , 

Columbia Fire Department, Richmond Hill . 

Jamaica 

Floral Park 

Bayside 

HoUis 

CoUege Point 

Queens 

Whitestone 

Springfield 

Total 



Companies. 



Mkmbbrs. 



意 I 

6 
8 

xo 
a 



a 

3 
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350 

95 
240 

350 
130 

■05 
49 

40 

4« 

59 
8« 

37 

34 
.031 
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Report of Medical Officers. 



Number of cases of illness 409 

Number of cases of injury 188 

Total 597 

Time lost (number of days for illness) 4,089 

Time lost (number of days for injuries) 3,327 

Total 7,416 



Retired from All Service for Disability. 



Namb. 


Grade. 


Company 
Number. 


Date 
Appointed. 


Date 
RsriRBO. 


Causb. 


Thomas F. McNamara 
Joseph A. Caragber. . . 
George C. Hennessy. . 


Fireman ist grade. 
Fireman zst grade. 
Assistant Foreman. 
Fi reman i st grade . 


Hook and Ladder 63 . 


Juno a， 1884 
Sept. 1893 

July 1,189s 
Oct. 【4, 1890 


Mar. X, 1 901 
Apr. 7, 190X 
May 9, X901 
Dec. IX, X90X 


( Physical disa- 

( bility. 

t Physical disa- 

1 bility. 

( Physical disa- 

\ bility. ， 

i bility. 


Retired from All Service After Tzventy Years^ Service in the 

Department, 


Namb. 


Grade. 


Company 

NUMBBR. 


Date 
Appointkd. 


Datb 
Rbtiked. 


Cause. 


Joseph H. Briscoe — 
Valentine Hendrick- \ 


Fireman ist grade. 
Engineer of Steamer 
Engineer of Steamer 
Fireman ist grade. 
Fireman ist grade. 
Fireman ist grade . 


Hook and Ladder 5a. 
Hook and Ladder 53. 


Dec. 3, x8So 
Oct. 19, 187-? 
June I. 1880 
May St 1874 
Apr. I. 18S1 
Sept. 15， 188 1 


Jan. z, 190 1 
Apr. I, 1901 
May T, X901 
Sept. I, 190 1 
Oct. I, 190 1 
Oct. X, 190X 


On application. 
On application. 
On application. 
On application. 
On application. 
On application. 



Cause. 


General debility. *m 
Result of burns. 
Heart failure. 
Consumption. 


Date of 
Death. 


Jan. I, Z90X 
Feb. 3, 1901 
Sept. 10, 1901 
Nov. 9, 1 90 直 






Datb 
Rbtirkd. 


Aug. 1, 1900 

June 30， 1894 
Mar. I. loot 
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Deaths in the Uniformed Force. 



Name. 



Marl in J. Murphy.... 

Morumer A. Roberts. 

Samuel R, Collins 

Luke J. 0， Byrne 

Christopher D. Boyne. 
James T. GeraRhty. . . . 

John A. Reveny 

James E. Nugent 

John J. Fanning 

Peter J. ReiUy 

George W. Gurndl... 
Thomas P. Connolly. . 

John Silk 

George Kershaw 

George W.McDonough 



Grape. 



Fireman i" grade. 

Fireman ist grade. 

Fireman zst grade. 
Fireman 2d grade . . 
Fireman ist grade. 
Engineer of Steamer 

Foreman 

Fireman 4th grade . 
Chief of Battalion.. 
Fireman 1st grade. 
Fireman zst grad3. 
Fireman xst f^rade. 
Fireman ist giade. 
Fireman rst grade. 
Fireman ist grade. 



Company No. 


Datb of 
Appointment. 


Datb cf 
Dbai h. 


Hook and Ladder 65. 


Mar. 




1801 


Feb. 








Dec. 


15, 


1897 


Feb. 


6, 


I90I 




Dec. 


IS, 


1897 


Feb. 


14. 


I90I 


Hook and Ladder 60. 


Feb. 




1899 


Mar. 


3t 


T90X 




July 




189a 


Mar. 


*i, 


X90I 




Jan. 


31, 


1883 


Mar. 


«3. 


Z90I 




Dec. 


31， 


，869 


Apr. 




1901 


Hook and Ladder 54. 


Apr. 




X901 


Apr. 


Ml 


1901 




Sept. 




1869 


May 


13, 


T90I 




Dec 


10, 


189: 


Aug. 


2， 


xgoi 




Apr. 




1890 


Aug. 


21, 


19SX 




Feb. 




1887 


Sept. 


9. 


Z90X 


Hook and Ladder 53. 


Nov. 


30. 


1870 


Sept. 


30, 


1901 


Hook and Ladder 68. 


June 




1895 


Oct. 


18. 


190X 




July 




1893 


Dec. 


19， 


Z90X 



Calsb. 



j Carbolic acid 
\ poi 霸 oomg. 

I Thrown from 
en^ne driv- 
ing to fire. 

Consumption. 

I Carbolic acid 
( poisoning. 
J Injuries re- 
I ceired at fi'e. 

Hepatitis. 

Hepatitis. 

I Overcome by 
( smoke at fire. 

Heart disease. 
Consumption • 

Peritonitis. 

< General de- 
( bility. 

Pneumonia. 

( Congestion of 
) lungs. 

Meningitis. 



Register of Officers of the Uniformed Force in Active Service on 

December 31, 1901. 



Namb. 



Dt/uiy Chief* of Dt- 
Pa> tment. 



fames Dale. 



James F. Murray, 



John H. Perry. 



Samuel Duff 



Thomas Lally. 



Original Appointment. 



Grade. 



Foreman 




Fireman 

Bell Ringer. 

( Fireman 

( Foreman 

Fireman 



Date. 



Sept. 15, 1869 

Sept. I, 1878 
July 15, 1880 



Sept. 15. 1869 
Sept. 15, 1879 



Aug. IS, 1870 



Promotions. 



Grades. 



District Engineer : 

Assistant Chief 

i Chief Engineer 

Deputy Chief of Department 
in chai]ge Brooklyn aod 

Queens 

( Foreman 

-J Asnstant Chief 

f Deputy Chief of Department . 

( District Engineer 

■< Assistant Chief. 

1 Deputy Chief of Department 

f <>Foi"€maD 書攀 <^ 

J District Engineer 

I Chief of Batulion 

[ Deputy Chief of Department . 

Assistant Foreman 

Foreman 

Chief of Battalion 

【 Deputy Chief of Department. 



Dates. 



Tan. 16, 1879 
Mar. 10, 1890- 
Mar. xo, 1894 



Jan. a8, 1898 
Oct. 22, 1 881 
Mar. a?, 1894 
Jan. 98. " 
Mar. I, 
Feb. X. 

ian. 98, 
>ec. 31, 
Dec. T. 188'] 
Jan. 98, 

Sept. 3. 
Apr. ax, 1873 
Nov. X, i?8e 
May T, 1884 
Sept. 18, 1900 



a Dismissed March 5, 1878 ； reinstated September 15, 1879. 
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* Dismissed September 17, 1878 ； reinstated December 6, 1879. 

c Resigned as Fireman, April 17， 188a ； reappointed Engineer, April 17, x88a. 



Namb. 



CAi^t of BattaUon. 
I. Frank J. Duffy 

4. James Doyle. 

3. Samuel G. Iluestb . , 

4. James Cunmngham. 

5. James Maguire , 



6. William McCarthy. , 

7. John K. Dobson ..... 
■8. Dennis McGroariy. , 



9. John O'Hara.. 



la Thomas S. Coppioger 



II. James KcUock. 



■ 3. David Kirkpa trick.. 
23. David S. Thomas . . . 

直令 Fredcr'ck J. Snow" 

15. Edward J. Norton. . 

16. Thomas A. Kenny. . 

17. *Patrick Nevins... . -[ 
s8. Edward H. Heard. . . 
19. James Cummiogs. . . . 

ao. John Murphy 

91. John J. Fee 

Foremen, 

I. Jamea Conoors 

a. Daoiel J. Garrity... 
3. James S. Smith..... 



Original Appointment. 



Grade. 




Fireman 



j Foreman 
1 Foreman • • 

Foreman 
Foreman 



Fireman, 



Fireman , 

Fireman . • 



Fireman. 



Firem 
Fireman 



Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

cFiremaii 

Engineer , 

Veterinary Surgeon. • • , 
Fireman 

Inspector , 

Fir, man 

Fireman 

Foreman 

Fireman 



July 


7' 


1S80 


Sept. 
Dec. 


15, 
6, 


l86q 
1879 


Sept. 15, 


Z009 


Sept. 


'5, 


1869 


Dec. 


:9， 


187a 


June 


9, 


1873 


Jan. 


7. 


1876 


Sept. 


，S, 


1869 


Jan. 


30. 


x88j 


Mar. 


17, 


■ 000 


Feb. 


a. 


1871 


Feb. 


x8. 


'879 


Jan. 




1878 


Nov. 


10, 


1891 


Feb. 


18, 


1879 


Aug. 


4* 


1876 


July 

Apr. 




1875 
188a 


Apr- 




x886 


Apr. 


a, 


z£85 


July 


«5. 


1880 


Apr. 


aa, 


1E78 


Sept. IS, 


1869 


Sept. 15, 


1869 


Aug. 


6, 





Pbomotioks. 



Grades. 



Assistant Foreman . . 

Foreman 

Chief of Battalicn ... 
^District Engineer. . . 
' Chief ol Battalion . . , 
I District Engineer... . 
I Chief of Battalion.*. 
I District Engineer. . . . 
) Chid of Battalion... 

IForenan 
District Engineer. . . , 
Chief oi Batulion... 

1 Foreman 
District £ogineer . . , 
Chief of Battalion... 

• Foreman 

■j District Engineer. . . . 
I Cbifil of Battalion . . . 

J Foreman 
District Engineer. • . , 
Chief of Battalion. 



I Assistant Foreman 



Foreman 

District Engineer.. 
Chief of Battalion. . 
Assistant Foreman 

Koreman 

District Engineer.. 
Chief of Battalion.. 

Foreman 

■i District Engineer. . 
I Chief of fiaital on.. 

Foreman 

District Engineer.. 
Chief of Battalion.. 
Assistant Foreman 

Foreman 

District Eogineer - . 
Chirf of Battalion.. 
Assistant Fort man 

Foreman 

District Engineer.. 
Chief of Battalion. . 
f Assistant Foreman. 



^ Foreman 



Repair I 



District Engineer. . 
[ Chief of Biittation.. 
( Assistant Foreman 

< Foreman 

(Chief of Battalion.. 

ISuDerintendent of 
Shops 
Chief of Battalion.. 

Cbief of Bfttulton 

Assistant Foreman 

Foreman 

Chief of Battalion 

Superintendent of Supplies. .. 

District Engineer 

Chief of Battalion 

( Assistant Foreman …- 

< Foreman 

f Chief of Battalion 



( Assistant Foreman. 
1 Foreman 



/Assistant Foreman. 
( Foreman 



Dates. 



July «, 
Apr. «7, 

July X. 

uly r, 
an. 38, 
uly 18, 
an. a8, 
Feb. 7, 
, ar. aS, 
if ay I. 
. uly 18, 
an. 98, 

July 1. 
July i£， 

Jan. s8, 

l>ec. 15, 

Mar. I, 

Tan. a8, 

Ju】y 10, 

July '， 

Jan. 98, 
Mar. I, 

ia«y ，， 

Dec. 6, 
an. 38, 
une I, 
une J, 
btc. 6, 
Jan. 28, 
July I. 
Jan. to, 
Jan. 28, 
July 6. 
Oct. I, 
Jan. 38, 
. uly X, 

, aiy I. 
. )ec. 15, 

an. a《， 

i'cb. 13, 

«5. 
. Jcc. 6, 
Jan. 38, 
July I 
June I, 
Dec. 6, 
Jan. s8. 
July xo, 
Feb. X, 
July 7, 

May 4, 

Apr I, 
Apr. r, 
June X, 

Jan- 15， 
Sept 18, 

Apr. 30, 
Apr. ，, 
Feb. XI, 
Mar. I, 
Feb. 1, 
June 8, 

Ma-. ，， 
June Q, 



Mar. 
Feb. 




174 



Origikal Appointmsnt. 



Namv. 



Grade. 



Date. 



Promotions. 



Grades. 



Dates. 



d. Dismissed Jan. 17, 1872 ； reappointed Jan. 30, z88a ； res 



gned April 5, 1883 ； reappointed April i, 18S5. 



«. Dismissed Jan. 21, 1878 : reappointed Sept. 15, 1879 ； dismissed July 13, xS8o ； reinstated Oct. 13. 188B. 



4. Samuel Allcorn 

5. John J. Maguirei... 

6. James Roberts 

7. Edward F. Conroy.. 

8. Alexis R. Lavigne.. 

9. Thomas J. Nash. • • . 

zo. Patrick H. Travers. 

jt, James Brennan 

la. Thomas Cleary 

13. Michael McGinniss. . 

14. Edward Fitxgerald . . 

15. Patrick F.McGinniss 
J 6. Joseph J.McCormick 

17. Hugh Gallagher 

18. Eoimet Soden 

19. Patrick McGuirc 

TO. Thomas Healy 

21. William C. Rogers . • 
2i. Edward Dougherty.. 

23. Patrick Lahey 

34. Michael Murray 

as. William Harris 

36. Owen S. Campbell.. 

37. Bernard A. Matschke 

38. John J.Ennis 

29. Marcus Fitxgerald. . 

30. Peter W. Birck 

31. John R. Brai^ted 

3a. John Hogarth 

33. Thos. F. Harrington 

34. Henry Wackerman . . 

35. John J. Dooley 

36. George H. Fletcher.. 



Fireman 

Fireman 

Fireman 

Fireman , 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Firem&n , 

Fireman 

Fireman 

Fireman 

Fireman 

jFireman 

Fireman 

Fireman 

Fireman 

Foreman 

Fireman 

Id, Foreman 
Foreman 
Fireman 

Fireman 

Fireman , 

Fireman 

Fireman 

j e Inspector of Buildings 
\ Inspector of Buildings. , 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 

Fireman 



Sept. 13, 


1883 


Nov. X, 


x88i 


Apr. aa. 


1S78 


Apr. 93, 


1878 


Sept. 17, 


1883 


June IS, 


1887 


Dec. xo, 


1873 


Sept. 15, 


X869 


Jan. Z2, 


1882 


Apr. r, 


1881 


Sept. 15, 


X869 


Aug. 15, 


1870 


June x6, 


1871 


Nov. 30. 


1881 


Sept. 15, 


1883 


June iz. 


1883 


Dec. 7, 


1870 


June 15, 


1883 


Apr. IT, 


187' 


Sept. 15, 〕 


[869 


Jan. 20, 
Sept. 15, 
Jan. 30, 
Apr. I, 


X872 
x8ba 

**** J 


Sept. 15, 


Z869 


Apr. I, 


T890 


Jan. 34, 


1887 


Jan. 18, 


1883 


May 5, 
Sept. 15, 


X874 
1869 


Dec. T5, 


1885 


Feb. 1(5， 


1887 


Jan. 9, 


1889 


Feb. 3, 


1S87 


Oct. IS. 


iB8x 


Feb. X. 


X884 



une 
Apr. 



i Assistant Foreman 

1 Foreman 

J Assistant Foreman •• … Mar. 

] Foreman 1 Oct. ic, 

Foreman 



I an 



«89S 
'897 
1887 
1892 

冒 



j Assistant Foreman. , 
\ Foreman 

{Assistant Foreman. 
Foreman 

1 Assistant Foreman. 
\ Foreman 

! Engineer , 
Assistant Foreman. . 
Foreman ■ 

\ Assistant Foreman. 

\ Foreman , 

i Assistant Foreman.. 



\ Foreman 

Fozeman 

{Assistant Foreman 
Foreman 



June 




:89i 


July 




Z889 


June 




xSgt 


Aug. 


6. 


z886 


Mar. 




X887 


July 




X889 


July 




X885 


Mar. 




1887 


July 




1889 


June 




189 夏 


Jan. 


as. 


iBgA 


June 




1891 


Jan. 


15， 


1894 


Sept. 


5. 


1885 


Mar. 


I, Z887 


Dec. 


9. 




Mar. 




；! 


Dec. 




1891 



Foreman , Aug. 5, i386 

' Mar. 1, 1887 
Oct. 10, 1892 



J 



Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman , 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Foreman 

Foreman 

Assistant Foreman 

Foreman 

A ssistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman I Jan. 15, 

Assistant Foreman | Mai. 

Foreman 

Engineer 

Assistant Foreman j Dec. 

Foreman Dec. 15, 



Mar. 1, 
Aug. II， 
Jan. IS, 
Dec. X. 
June I, 
Jan. 15, 
Feb 13. 
Dec. 
May 29, 
Oct. 13, 
Mar. 1, 
Dec. 1, 
June I, 
Jan. 90, 
Ian. 15, 
Dec. 15, 
June I, 



July I: 
Dec. 4, 



i£87 
189a 
1894 
1896 
1891 

1894 
189， 

1888 

1895 
X896 
189Z 
1896 

"94 

1897 

189X 

18^7 

1889 

•894 

^895 
1897 



一 ^^^^^^ ^^^^ 



J. ^FDFDADD^^ 
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Original Appointment. 



Namb. 



Grade. 




37. John J. Callaghan. ... ! Fireman , Qec. 15, 

38. Charles D. Ruddy.. . 1 Fireman Dec. 19, 

39. Michael Marks j Fireman : Jan. a, 

40. . Charles E. Rikel .... Firemaa Apr. 7, 

4x. Edwin A.Thompson I Fireman : Feb. 意重, 

43. Andrew W.Beith... ； Fireman 



43. Dennis J. McKinney' 

I 

44. Charles F.Connolly. 

45. Charles E. Costello.. 

46. George Rogers 

47. Edward Eichorn. . . . 

48. Robert Reardon .... 

49. Lester A. Roberts. . . 

50. Francis H. Molloy . . 

51. William H. Brown. • 
5a. Henry B. Burtis 

53. Michael Friel 

54. John Fit^rrald 

55. Martin F. Brady 

56. Peter Campbell 

57. Michael Quinn. . . . 

58. Frank L. Woods.... 

59. Alex. J. Sheridan. .. 

60. James L. Haviland. . 

6j. Charles H. Bixby . . . 
63. Michael J. Nagle .... 

63. Patrick J. Hughes. . 

64. Robert B. McPhail.. 

65. George L. Brown . . • 

66. Bciuamtn Z. Boyd . . . 

67. Michael J. Cannon.. 

68. John J. Slattery .... 

69. George H. Smytbe. . 



Fireman 

Fireman. 

Fireman. 

FireiAan. 

Fireman. 



I /Fireman , 
I Fireman.., 



Fireman. 

Fireman. 

Fireman • 

Fireman. 

Fireman. 

Fireman 

Fireman. 



Fireman • • , 

Fireman. . . 
f Foreman. 

Fireman... 



Fireman . 

Fireman . 

Fireman • 
Engineer. 
Driver ... 
Driver . . . 
Fireman . . 
Driver . . . 
Fireman . , 
Driver . . . 



) k Foreman. 
( Forenuia. . • 



Apr. 7, 

June 15， 

Jan. 2, 

Apr. X, 

June 15, 

Jan. 31， 

Nov. 30, 
June I， 

Apr. z, 

Dec. a8, 

Jane 15, 

Oct. I, 

Oct. IX, 

Jan. z, 

Jan. x8. 

Sept. 15, 

Dec. 33, 
S*pt. 18, 

June 15, 
July 1. 

Feb. 7, 

Feb. 7, 
June z, 
Feb. 13， 
Feb. 麗 3, 
Feb. Z2, 
Mar. 2, 
Feb. xa, 

July 7. 

June IX, 
Apr. a. 



1885 
1879 
1889 
188s 
1891 

1885 

Z885 

1889 

1885 

X885 

1883 

1880 
X883 

X885 

1876 

1887 

1887 

1871 

1881 

z88a 

1869 

'869 
1879 

188s 
1883 

X876 

1876 
1892 
1891 
1891 
1891 
1893 
1891 
X896 



Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Asustant Foreman. 

Foreman 

Assistant Foreman . 

Foreman 

AsMstant Foreman. 

Foreman 

Engii^eer. ••, 

Assistant Foreman 

Forrman 

Aisistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 

' Poreaun 

I Assistant Foreman 

I Foreman 

Engineer 

Assistant Foreman 

Foreman 

Askistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foremas. 

Foreman , 

( Assistant Foreman 
( Foreman 

Foreman 

t Assistant 
I Foreman . 
/ Assistant 
( Foreman . 

Foreman •• 

Foreman .. 



i5f X894 



Jf"- ，5， 
Dec IS, 



Foreman , 



Foreman. 



j Assistant 
} ForemAn • 
j Assistant 
( Foreman 
1 Engineer. 
I Assistant 
' Foreman . 
I Aasisiant 
i Foreman • 

Foreman . • 



Foreman. 



Foreman. 



Foreman. 



Foreman . 



Foreman 

Foreman 

Foreman. 

Foreman 

Foremao 

Foreman 



Mar. -, 
July 1. 

J«n- >5> 
Dec. 15, 

Oct. 10， 
Dec. 1, 
Dec. 9, 
Dec. IS, 
Oct. 
Dec. xa, 
Dec. I, 
Mar I, 
Oct. lo, 
July «. 
Dec. I, 
Oct, 10. 
Oc». 1, 
July .. 
Dec. 15, 
Jan. I, 
Apr. I, 

UtLT. I, 

Dec. 9, 
D《c, IS, 
Dec. 9， 
Dec. 意 o. 

J»n 15， 
Dec. 1, 

Dec. 13, 

Dec. 15, 

July 15, 

Jan. 4， 

Aug. 6, 

Mar. X. 
Feb. I', 
Aug. II, 
Dec. 9, 

Mar. 20. 



i|97 

z 

»J97 
•«93 
•894 
X896 
1887 
i8q9 
189s 

189a 

"«?S 
1895 
1897 

'895 

isid 
1895 

*7 
1895 
1696 

1894 
1896 

1897 
z886 



1887 
1890 

1895 
X883 
Sepf. as, 1872 



Dec. 9, 
Dec. 15, 
Mar. I, 

J«n« 15, 
Jan. 15, 

Mar. X, 

Dec. X. 
Nov. 30， 

Nov. 30, 

Nov. 30， 

Nov. 30, 

Dec. 18. 

Nov. 30. 

Not. 30, 



:89s 
1887 

i8§2 
1887 

X895 
1887 
1895 

1897 
1897 
1897 

«897 
1894 

1897 

1897 



/Dismissed March 9, i88j : reappointed June z, 1883. 

^ Dismissed September 17, 1878 ； reinstated September 18, 1879. 

A Dismissed July 7， 1896 ； reinstated April a. 1898. 
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N\MK. 



70. Thomas McKeon • . . 

71. Alexander Grady. . . . 

73. William H. Holmes. 

73. Charles H. Furcy. . . 

74. John Clunie 

75 William J. Stapleton. 

76. John F.Scanlon 

77. Patrick J. Golden.... 

78. EuRene J. Mi.Keiina. 

79. John J. Donohue. . . . 

80. H* W.Reickenberg. 

81. Thomas F. O'Connor 

82. James Reilly 

•83. John T. Farrcll 

84. Martin J. Smith 

85. Henry P. Kirk 

■B6. James Langan 

87. Thomas J. McCue . . 

88. James J. Ryan 

89. John J.McGronen.. 

90. Edward J . Doyle .... 

91. Patrick J. Kelly 

93. George F. Harrigan. 

•93. Edward Rarcher. . . . 

•94. John S. Carney 

■95. Bernard L. Storp. . . 
,-96. Clatus BurVe 



■97. Christopher S.Leavy 

•98. Henry Plait 

Assistant Fortmin. 
I. Corn. CunDingham. 
a. William E. Collins.. 

3. Michael F. Judge. . . 

4. Charles Shay 



Original Appointmbnt. 



Grade. 



Driver 

j I Foreman. 
J Foreman . . 



Fireman. 



Fireman. , 
Fireman . . 
Fireman. 
Fireman . , 
Fireman. 
Fireman . , 
Fireman • , 
Fireman . , 
Fireman. . 
Fireman . 
Fireman • . 
Fireman . . 
Fireman. . 
Fireman • , 



Fireman . 



(/Fireman. 
I Foreman . 



Fireman . 
Fireman. 
Fireman . 
Fireman . 

Fireman. 

Fireman. 
Fireman. 
Fireman. 



Fireman., 
Fireman. 



Fireman. 
Fireman. 
Fireman. 



Date. 



July 7,1896 

意 891 
1900 



Promotions. 



Feb. la, 
Jan. M， 



Foreman. 



Jan. I, 

Nov. x6, 
July a I, 
Jan. 28' 
July 1. 
June I, 



July 15, 
Nov. 16, 

July X5, 
June 15, 
Feb. II, 
Apr. 16, 
Sept. IX, 
Oct. 14， 

Sept. 6, 

Mar. ax, 
May 33, 

Apr. I, 
Jan. XI， 
Sept. I, 
Aug. 【I， 

June 15, 

Jan. 30, 
Jan. at, 
July "， 
May 3, 
Apr. a. 



1883 

1891 
if 90 
1(82 
X899 
1889 
1891 
1889 
1891 
1&89 
1885 
1887 
1890 

1893 
1 837 

1887 

1888 
Z901 

1890 

1893 
1887 

1891 

Z885 

188? 
Z884 
1891 



【？ 71 



[885 



Fireman Oct. 7， x886 



Aug. IX, 1 891 
June 15， 1887 
May 6, 1874 



Engineer 

Assistant Foreman 

Foreman 

Assistant Foieman 

Foreman 

Assistant Foreman 

Foreman 

Assistant Foreman 
Forenaii » ■ « ■ 暴 * » • . . 1 
Assistant Foreman 

Foreman 

Assistant Foreman 

Foreman 

r Assistant Foreman 

J Foreman , 

； Assistant Foreman 

Foreman , 

Assistant Forvnum. 

Foreman , 

Assistant Foreman , 

Foreman , 

Assistant Foreman 

Foreman 

, Assistant Foreman , 

'( Foreman 

f Assistant Foreman , 

\ Foreinftn , 

) Assistant Foreman 

( Foreman ,善 . . , 

j Aasistant Foreman , 

(.Foreman , 

J Assistant Foreman 

I Foreman , 

Assistant Foreman.. 

Foreman , 

(Assistant Foreman , 

\ Foreman 

j Assistant Foreman. , 

I Foreman , 

j Assistant Foreman , 

I Foiemtm , 

( Assistant Foreman , 
1 Foreman 

! Engineer 
Assistant Foreman , 
Foreman 

I Assistant Foreman ' 

\ Foreman 

J Assistant Foreman. , 

"j Foreman 

I Assistant Foreman, 
i Foreman 

) Engineer 
AsMStant Foreman. , 
Foreman 

j Assistant Foreman , 
"I Foreman 



Assistant Foreman. 
Assistant Foreman- 
Assistant Forenan. 
Assistant Foreman . 



Dates. 



Nov. 30, 1897 



June i7t zS8s 
Dec. 15, 1897 
S«pt, I, 1900 
Apr. X, 1807 
Aug. I, xoco 
D«r. z, Z896 
Sept. z， 1900 
Man I, 1896 
Sept. I, 1900 
Dec, 15, X897 

Sept. I, 

Jan. 4i 1897 
Aug. I, TOOO 
Dec. X, 
Sept. I, 
Jan. 20, 
Aug. I, 
Feb. ', 
Aug. I, 
Jan. 20, 
Auif. ，, 
Feb. I, 
Apr. t, I9CO 
Dec. zs, 

Aug. t, IQOO 

Mar. 5. 
Aug. I, 
Jan. 15, 
Apr. I, _ 
Feb. X, 1»96 
Sept. 1, 19CO 

Jan 15. ««94 
Dec. 15， 1897 
Jjn. X5, 1894 
Tune 8, loot 
Dec. 15， 1897 
June 8, 1901 
Jan. xc, X894 
June 8, 190X 
Feb. I, X896 
June 8, 190Z 
Sept. 15, 1895 
Dec. 15, 1697 
June 8, 190X 
Dec. 15, X897 
Dec. 1， zQ^i 
Feb. X, 1896 
Dec. X, zooz 
Dec. 15, 1897 
Dec. I, 1901 
Oct. I, "93 
an. 15, 1894 

>CC. Z, X93X 

Feb. 13, ZS99 
Dec. z， Z90X 



July X, x8j5 
Dec. 9， 189s 
June X, 1891 
June I, Z89Z 



i Dismissed July 7, x?96 ； reinstated January 14, 1900. 
/Retired July 10, 1900 ； restored to duty Mhy 93, 1901. 
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Namk. 




Promo] IONS. 



Grades. 



Date9. 



5. William H . Dennin . 

6. John Friel 

7. George Gibson 

8. Thomas F. Kain ... 

9. John O'Brien 

10. Cornelius G. Fagan. 

11. John Matthews .... 

19. Patrick Hoynes. . . . 

13. David H. McCIy- 

tnonc ) 

14. John Gorman . .... 

15. Abroham L. Turner. 

16. John W. Smith. Jr. . 

17. William C. Lloyd . . 

18. Joseph H. Bennett. 

19. Willi im H. BerO 

dan ) 

20. James S. Pry or 

ai. Fred'k J. Wohlleber 
22. John S. Gillespie... 
93. Owen Savage 

24. Bryan Rourke 

25. Eugene O. Pownall. 
a6. William Dougherty 
27. Michael Heffernan. 
a8. Henry W. Maloney 

39 James H. Byrne. . . . 

30. WiUiamJ.Hamil- I 

ton f 

31. Leonard R.Rhodes. 
3a. Charles F. Way.... 

33. Christopfaer F.Shaw 

34. Francis C. Spillane. 

35. Daniel E. Kain . . . . 

36. Jerome R. Johnson. 

37. Charles Freudel. . . . 

38. John G. Tilley 

39- WiIliaT.s S. Lyons. . 
40. John Fitzsimmons . 



Fireman 
Fireman 
Fireman 
Fireman … ， 
Fireman. . .. 
Fireman. . . , 
Bell Ringer 
Fireman..., 
Fireman. . . , 
Fireman .... 
Fireman... 
Engineer • • 
Fireman.... 

Fireman. - . 

/'Fireman .. 
Fireman. . . 



} 



Fireman. 
Fireman . 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
Fireman. 
Fireman . 
Fireman. 
Fireman. 
Fireman. 

Fireman 
Fireman • 



Oct. I, 18S3 
Sept. 15, 1869 
Feb. II, 189T 
Jan. 19, 1882 
Jan. T, 1878 
Oct. s9, 
July X3, 1880 
Nov. 15, z88i 
May I, 1883 
Jan. 23, 1882 
July I, 1893 
Feb. 3, 1E87 
July I, 1892 

Sept. 8, 1869 

Sept. 9. 1878 
Apr. 17, 1882 

Feb. 17, 1887 
Aug. 98, 1882 
Mar. 7, 18&8 
Sept. IX, 1893 
July 18, 187X 
Apr. X, 1890 
Dec. 3, 1888 
Feb. J 8, 1879 
June 15, 1885 
Dec. 15, 1883 
Apr. 17, 1893 
Jan. 30, x383 
Feb. II, 1891 
Oct. 14, 1890 
Feb. z8. X884 
Jan. 30， i8da 

Apr. I, 1885 
Jan. t, 1889 



Afsistant Foreman. 

Assistant Foreman. 

Assistant Foreman. 

Assistant Forem^.n. 

Assistant Foreman . 

Assistant Foremab 

Assistant Foreman, 

As.istant Foreman . 
i Enirineer . . 



.ngjii 

} Assistant Foreman. 
Assistant Foreman . . 



Asfristaoc Foreman • 
Assistant Foreman . 
Assistant Foreman. 
Assistant Foreman. 



Fireman ！ Mar. 19, x888 



Fireman 
Fireman 



Apr. X, T893 
Apr. 3. 1885 



|~ Assistant Fornnan. . 
Assistant Foreman... 
Assistant Foreman , • . 
Assistant Fori min • • . 
Assi-tant Foreiuan . . . 
Assistant Foreman • • . 
Assistant Foreman . . . 
As»istaat Foreman . . . 
Ass'st^nt Foreman . . . 
Assistant Foreman . . . 
Assistant Foreman. . , 
AsJstant Foreman . . . 

Assistant Foreman . . , 

( En^neer 

\ Assistant Foreman , 

Assistant Foreman.. 



Assistant Foreman . 
Assistant Foremai 



i Engineer 
Assistant Foreman. 

Assistant Foreman . . 



Assistant Foremao . . 

J Engineer 

"j Assistant Foreman. 

Assistant Foreman . , 



Jan. 15, 1894 
Dec. I, 1896 
Dec. is; 1897 
Jan. so, 1836 
Feb. II， 1890 
Jan. 15, ZS94 
Dec. 15, 1897 

Mar. ，, 1887 

Nov. 1, 1883 
Jan. ao, iTg6 

Dec. 15. 1897 
Dec. 15, 1897 
Dec. 15, 1897 
Dec. X5, 1897 
July 1. 1889 
Dec. I, 1895 
Jan. xs. 1894 
Feb. I, 1896 
Jan. 15, 1894 
Dec. 15, 1897 
Jan. 15， 1894 
Feb. I, 1896 
Dec. 15, 1897 
July 15. 189s 
Dec. 15， 1897 
Feb. I, 
Dec. 15, 1897 

Dec. 17, 1894 

Feb. 1, 1895 
Dec. IS, 1897 

Dec. 15, 1897 
July I, 1889 

Jan- 15. 1894 

Feb. 20, z886 
Feb. X, 1896 

Dec. 15, 1897 

Dec. 15, 1897 

July X, 1895 
Dec. 15, 1897 

Jan. 30, 1897 



• Dismissed Septemb: 
12 



[879 ； reinstated April 17, 1883. 
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Original Appointment. 



PSOMOTIOKS. 



Name. 



Grade. 



41. John J. Hughes, . . . 

42. Russell G. Gardner. 

43. William F. Dains.. 

44. Fred. W, Garvin . . . . 

45. Louis T. Hauck .... 

46. William McCleary. 

47. G€orge Lampert... 

48. James B. Campbell • 

49. Charles Heath, Jr. 

50. Alexander Johnson. 

51. Albeit W. Snow ... 

52. James J. Collins... 

53. John H. Gordon.... 

54. Edward E. Smith.. 

55. John McKenna . . . . 

56. James T. Geatons.. 

57. Joseph Kennedy. .. 

58. Hfenry T. Geiger. , . 

59. Charles E. Field.. . 

60. George F. McGeaiy 
6r. John M. Ryan..... 
6a. Andrew Tennent . . . 

63. Charles E. Brown . . 

64. John H.Travers. . . 

65. John J. Deegan . . . . 

66. Quincy J . Kraft. . . . 

67. Patrick Murray. . . . 
63. James Flan nelly. . . . 
(g. Wm. J. McCarthy. 

70. David O'Keefe 

71. John J. Casbman. . 
7a. James W. Byrnes.. 

73. Thomas V. Madigan 

74. Patrick Toman 

75. John J. Shannon... 

76. George Keighler. . . 



Fireman ••• 
Fireman * 攀. ■ 
Fireman • . • 
Fireman ••• 
Fireman ... 
Fiieman ... 
Fireman ... 
Fireman .... 
Fireman .... 
Fireman.... 
Fireman. . . . 
Fireman. . ... 
Fireman.... 
Fireman..... 
Fireman. ... 
Fireman. • . • 
Fireman. . . . 
Fireman. • • • 
Fireman. 
Fireman 

Fireman. . . . 

f k Engineer 
i Engineer. . 

Fireman. . . . 



Fireman. 
Fireman. 
Fireman. 
Firtman. 
Fireman • 
Fireman. 
Fireman . 
Fireman. 
Fireman. 
Fireman. 
Fireman • 
Fireman. 
Fireman. 




June 90, 


1 88a 


Apr. X, 


1885 


May 20, 


X889 


Sept. IX, 


1893 


Aug. IX, 


if9' 


Apr. X, 


1885 


June 15, 


1889 


Apr. X, 


1893 


Sept. I， 


x88s 


Dec. IS, 


ifSs 


June 15, 


1883 


Apr. I， 


189, 


Mar. 21, 


x888 


Apr. I， 


x88i 


Sept. 16, 


1869 


Aug. X, 


1889 


Jan. XX, 


1893 


Nov. 17, 


1890 


July 17, 


X89X 


Dec. 15, 


X8A5 


June X2, 


1889 


Dec. 17, 


1009 
1883 


Jan. 1, 


1888 


Jan. XI, 


1893 


Dec. 15， 


1885 


Jan. 2, 


1889 


Mar. 8, 


x888 


July I， 


1895 


June 7, 


1886 


Mar. 3X, 


x888 


Jan. II， 


1893 


Apr. I, 


1893 


Sept. :i， 


1893 


Mar. ia， 


1891 


Mar. 13， 


1891 


Mar. 7, 


1878 



Assistant Foreman. 



Assistant Foreman.. 

/Engineer 

( Assistant Foreman. 

Assistant Foreman. . 



Assistant Foreman. 
Assistant Foreman . 
A ，霧 istant Foreman. 
Assistant Foreman . 
Assistant Foreman. 



{ Engineer 

(Assistant Foreman . 



Asssitant Foreman., 
' Aisistant Foreman . 
Assistant Foreman . 
A ssistant Foreman. . , 
Assistant Foreman. . , 
Assistant Foreman . . 
Assistant Foreman. . . 
Assistant Foreman . , 
Assistant Foreman . 
Assistant Foreman • 



Assistant Foreman 



Assistant Foreman 



) 

r 

{ Ei^(ineer 

"I Assistant Foreman , 

( Enfj^nccr 

I Assistant Foreman . 

Assistant Foreman . . . 



A»istant Foreman , 



{Engineer 
Ass Slant Foreman. 

Assistant Foreman 

J Engineer 

J Assistant Foreman. 

Assistant Foreman.. 

Assistant Foreman . . 

j Engineer 

1 AsMsiant Foreman. . 

( Engineer 

\ Assistant Foreman 

Assistant Foreman. . 



Assistant Foreman. 
Assistant Foreman . 



June z, 

Dec. X, 

May 15, 
Dec. I, 

Dec. 15, 
Feb. ，, 
Jan. 20， 
Dec. 15, 
Dec 15, 

Dec. 9, 

Aug. I, 
Dec. 15, 

Apr. I, 
Dec. 15, 
Dec. 15, 
Feb. I, 
June I, 
Apr. I, 
Dec 15, 
Jan. so, 
Dec. 
Dec. 
Dec. I 

Dec. 1 5 

Dec. 9 
Dec. 15 

May 
Auk, 

Aug. 

Aug. 

Mar. 
Aug. 

Aug. 

Oct. 
Aug. 

Sept. t 

Sept. I 

Feb. I 
Sept. X 
Dec. 31 
Stfpt. I 

Sept, I 
Sept. I 
Sept. X 



«89S 
1896 

1896 

1897 
"897 

1897 

、897 
"97 

1897 
1897 

X897 
1896 
1890 
1897 
1897 
ZS96 



1896 

1897 

1895 
1897 

1899 
1900 

1900 

1900 

1900 
】9co 

Z900 

1894 
1900 

>9co 



Z900 

895 

:o 

19CO 
X9C0 



0! 



19CO 
1900 



k Resigned March 31 , 1S82 ； reappointed December 17, 1883. 
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Name. 




77. Maurice Foley 

78. James F. Friel .... 

79. John B. Donovan • • 

80. John H. Kelly 

82. Richmood J. Trapp. 

82. George W. Pratt . . . 

83. Richkfd S.Wood... 

84. Daniel J. Cahill.... 

85. Thomas F. Brierton. 

86. John W.Jennings.. 

87. James Whalen 

88. Francis J. Quayle. . 
69. Henry Cariin 

90. Patrick D Laffert}'. 

91. John J.Conroy 

92. Lawrence J. Reilly . 

93. William b. Nerney. 

94. Patrick J. Crosby. . 

95. William F. Jeffrey. 

96. Henry A. Mapes. . . 

97. John W. Hall 

98. Chas.J. Mcljaughlin 

99. William H.D.O'Lier 
zoo. William Schetbel. . . 
zoi. William F. Canning 
102. James Riley 



Promotions. 



Fireman 
Fireman 
Fireman, 
Fireman, 
' Fireman 
Fireman , 
Fireman 
Fireman 
Fireman 
Fireman 
Fireman, 
Fireman 
Fireman 
Fireman 
Fireman. 
Fireman 
Fireman 
Firem; 
Fireman 
Fireman 
Fireman 
Fireman 
Fiieman 
Fireman 
Fireman 
Fireman 



Grades. 



ireman ^-- 

ireman '〜力 、《& 
ireman .' A 



Apr. 16, 


1800 


Aug. 


iSox 


Dec. 


，5' 


1885 


Apr. 


15， 


1803 


July xs. 


iSSo 


Mar. 


ta, 


1801 

• 一 7 響 


Nov. 


zS. 


1891 


June 


15. 


1887 


July 


I, 


180S 


Apr. 


1, 


z8q2 


Apr. 




i8qo 


Dec. 




1888 


July 


>5. 


zS8o 


Mar. 


20, 


1889 


Dec 


15. 


XO03 


May 


10, 




Jan. 




1688 


Jan. 




«893 


Mar. 


15, 


1888 


Jan. 


a8, 


x88a 


Feb. 




«895 


May 


90, 


1889 


Apr. 




if 90 


Nov. 


16, 


〜 


Apr. 


9, 


1885 


Sept. 


IS. 


i8f9 



J Eni^nccr 

"I Assistant Foreman 

J Engineer 

I Assistant Foreman 

Assistant Foreman 
Assittact Foreman • 
Assistant Foreman. 
Assistant Foreman. 
Anbtant Foreman.. 
Assistant Foreman. 
A»ist«ni Foreman., 
Assistant Foremui., 

Assistan t Foreman . . 

： Engineer , 

( Asnttant Foreman 

j En^neer 

j Assistant Foremur 

A<isi$tant Foreman., 

I En^neer , 

i Assistan I Foreman , 

Assistaat Foreman, 
Assistan t Foreman . 
Assistant Foreman. 
Assistant Foreman 
Assistant Foreman , 
Assistant Foreman , 
Assistant Foreman 
Assistant Foreman. 
Assistant Foreman . 
Assistant Foreman . 
AssistaDt Foreman. 



Dates. 



Dec. 
Oct. 
May 
Oct. 

Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oc». 
Oct. 
Oct. 



«4 



Oct. 

Feb. 16 
Oct. 7 
Dec. «4 
0«. 7 

Oct. 7 

Feb. I 
Sept. 

Nov. 19 
June 8 
June 8 
Jure 8 
June 8 
June 8 
Dec. X 
Dec. I 
Dec. I 
Dec. I 
Dec. I 



1897 



1900 

1900 

X900 

19C0 

1900 

1900 

Z9C0 

Z900 

1900 
1891 

1900 
1900 

1890 

1900 
1889 

I90Z 
I90I 
1901 
I90I 
1901 
190Z 

1901 
1901 
1901 



i8o 



Bureau of Inspector of Combustibles. 

Operations Under the Laws Regulating the Storage of Combustibles 

and Explosive Material, etc. 



Special surveys made to determine the fitness of premises for the 



storage of combustibles or explosive material i，86o 

Samples of kerosene oil collected and tested i，68o 



Received for Licenses and Permits Issued, Penalties Collected^ Sale of 

Explosives, etc" Seised, etc. 

3,218 oil licenses, at $10 $32,180 00 

2,020 special permits, at $2 • 4,040 00 

46 powder licenses, at $5 230 00 

467 fireworks licenses, at $5 2,335 00 

23 use of explosive hand magazines, at $10 230 00 

I use of main magazine, at $25 25 00 

36 kindling fire in streets, at 50 cents 18 00 

4 manufacturing fireworks, at $100 400 00 

I manufacturing caps and torpedoes, at $25 25 00 

$39,483 00 

108 chimney fires, penalty, $5 540 00 

Total collected and turned over to Relief Fund . . $40,023 00 











Disposition. 






Received Since. 


Total to be 

Dispose 


Complied 

on Notice. 


Unfounded. 


Penalties 

Collected. 


Penalties 

Remitted. 


Prosecution 
Recommended. 


Total. 


325 


32s 


3'5 










3，5 


936 


236 






T08 


91 


35 


23 » 


10 


10 


8 


a 








xo 


40 


40 


35 










40 


i8i 


183 


180 


3 








183 


2 


a 


a 










a 






5 












12 


xa 


xo 


a 




•• 




Z2 


813 


813 


555 


17 


108 


91 


40 


811 



Selling kerosene oil without license j 

Ckimney fires ' 

Combustible materials in excessive quantity. . . | 

Kerosme or naphtha, etc., in excessive quan- \ 

tiiies ) 

Fireworks, chemicals, matches, etc., kept » I 

7 without permit {\ 

Powder, etc., improperly stored, transported, i ' 

etc fi 

Hay, straw, cotton, rags and other vegetable I 

fibre stored in excessive quantity ( 

Lime, spirits, varnish, etc., stored in exces- \ 

sive quantity | 

Total 



a 

'•3 
c 

(£1 



o 
S5 



Complaints of Violaiio.xs, etc. 



•o?6I SSPSJ 



i8i 



8 8 
8 R 





8 8 


M 

Z 

> 


• 一 




8 8 




355.965 






8 8 


Apkil. 


84,axo 



8 


8 




u 


•3，57S 


SS9'oi 




8 


8 


8 


oCe'Sf 







8 


8 




















CO oo,*sch* 



8 0O6.OES. 



Co 0o9.o9e<l 



00 osie. 



8 OOS6， 

00 OS 卜 -osgf 



00 Scs.csh-If 



0。 SC6.6;S 



00 G6h*6^t* 



8 S9* 寸 lef I 00 o,?c£f 一 8 S9£*80cf 



March. 


• 

00 093*^91 f 


00 z£t*z¥v 


00 ego oif$ 


8 

Ob 

一 


833,650 00 


00 SZS'SsS'c, 


February. 


00 SiZVLL% 


8 

M 


00 oSg'idef 


<i,i95,70o 00 


8 



00 


12,079,530 00 



00 Ss9*£6e* & 



Co SMS; 

00 O0vg£g*l 講 



8 s 



00 osw 



•AsnNYf 



£avl3 ao 



sslaou Co 

S{VMSA PS ssa;3;nq ao 

Ip9jnsjun PS pajns; *ss 一 P91SI;1S3 



•S6I 



一 SM 

rfsvMas Co 

sol ISJns{un Isstejlsw 



8 ot,9-crf 

00 SJ-sf 



00 S9£-S 

00 oii*Sf 



CO 099*,lf 



00 S6e*s 够 

00 ssf 



I&2 



Year. 




8 

ep 

So 


00 S"'i98'8 
00 S99'"S'ht 


8 



in 



祷 


oo So6'CZ 
00 oiZ'CZf 


*'47,6'5 00 


December. 


193,623 00 
140,30a 00 


00 Se6*£f6| 


, #1,346,490 00 
807,875 00 


8 

M 


♦3.585 00 
1,700 00 


客 5，a85 00 




8 8 

tn 




參 i'533,3oo 00 

1,613,950 OD 




00 Sco '。夏 
oo SCfi'ef 


00 o9g*eif 


October. 


•29,705 00 
30.435 00 


00 otz'o9f 


00 ooZ'x6z 
00 oo9'£89# 


•877,3Co 00 


•3,780 00 
9,000 00 

• 11,780 OD 


*aaflHax<i3S 


I35.990 00 
125,905 00 


00 £68'x9if 


00 oo6'So6, 


00 oo8'，8/'i. 


2,360 00 


00 of 6'9$ 


August. 


37,990 00 


00 o6S'£Sf 


8 8 


0* ^ 
»o 一 


8 



IT 


00 o6f 
00 ol£9 


00 098I 


8. 

H 

1 

1 


Estimated loss, insured and uninsured 一 


h 


Estimated insurance ― 

On contents 




Estimated uninsured loss 一 


铷 


； 

- 



•(fcnujso;;}) I sltss p§ ttiCpioojtg fo Sy3n0u.0g fuxunsuj PIS §.§7 



Logs Less Than 






$5o at 1,798 fires. 


00 
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,, 9«9*« " 


1 

io,ooo " 2,649 " 
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§ 
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Causes and Estimated Losses by Fire for the Year ending 

December 31, 1901. 



Brook LYK and Qusms. 



Alcohol, tar, pitch, gums, cils, paints, ranrisb, etc, igniting on stores, furnaces, over I 
gat-lights, etc f 

Aftbc« (hot) igniting woodwork, etc 



Bonfire* (sparks from) 

Cbimncys, fire places (flues defective;, gr&tes, etc., heat from, etc 

Calcittm lights , 

CandlM and taper • 

Children playing with fire, nratcbes, etc 

Cigar 舊, cigarettes, pipe*, etc. {iinoking of) 

Chemicals, etc., igniting and explosion of 

Electric lights, wire 攀， elc. (sparks from or defective) , 

Electricity (applied to machinery) 

Explosion oi turpentine on "o,e 

Explosion in subways 

Explotion of coal gat , 

Explosion of lamp-black 

Fireworks 

Friction of machinery 

Fumigating (rooms, etc.) with sulphur, etc , 

Film 霧, celluloid, etc. (igniting of) 

Gas itovei 

Gas (explosion of and escaping) - 

Gat lights igniting mercluindite in stores, show vrindow 露， woodvrork, etc.... 

Gai'pipes (defective) 

Inflammable materiah, mixtures, etc., igniting 

Incendiarism 

Kerosene oil (used in starting stove fires) 

Kerosene oil accidentally spilled over woodwork and igniting 

Lamps, keroMne, gasoline, etc. (explosion oi) , 

Lamps, kerosene, gatoline, etc. (falling, breaking, upsetting, e'c.) 

Lamps, alcoholic, naphtha, etc. (falling, breaking, upsetting, etc.) 

Lightning itriking wooden structures and igniting tame 

Lime (slaking of) , 

Matchea ifl^lting 氣賣 ning 霧， bedding, clothing, rubbish, straw, woodwork, etc. 
Matches gnawed by nts or mice 



Fire*. 

70 

46 

92 
368 
3 

4« 

80 

75 

60 
8 



24 

XX 

a 

16 

4a 

76 

9 
8 

3 
a 

XX 

71 
xa 

3 

6; 7 
60 



Loss. 



f 33*410 00 
14.37 s 00 
36,830 00 
^4.770 oa 

5.576 00 
8.300 oo 
32,47- ot> 

416,270 CO 

138,503 00 



",07s 00 

11,060 oo 
90 00 

1,105 00 
28,050 oo 
3a,995 00 

5,360 00 
65,380 00 

3,350 00 



,:20 00 
51,095 00 
10,130 00 

3,63s 00 
138,930 00 
4,500 00 

559.055 CO 
30,854 00 



8s 



Cattsbs. 



Meats, fats, glue, etc. (igniting on stove) • 

Metals (hot) igniting woodwork, merchandise, etc 

Not ascertained 

Naphtha, benzine or vapor igniting 

Phosphorus, sulphur, etc., igniting 

Powder explosions 

Rekindling of previous fires 

Sparks from chimneys, stoves, store-pipes, etc., igniiing clothing, woodwork, etc. .. . 

Sparks from other fires.., 

Sparks from'locomotives, engines, etc 

Steam-pipes igniting beams and other woodwork 

Stoves, boilers, furnaces, stove-pipes, heater-pipes, etc., igniting bedding, clothing, > 
shftTingi and other woodwork | 

Stoves, furnaces, grates, etc. (hot coals falling from) 

Stoves, kerosene and gasoline, etc. (exploding) 

Stoves, kerosene and gasoline, etc., falling and upsetting 

Spontaneous combustion ot oily rags, etc 

Thawing out water and gas-pipes with candles, lamps, lighted tapers, torches, etc ... . 

Trampsp vagrants and others, lighting fire in bushes, woods, vacant lots, unoccupied > 
buildings, etc / 

Tar -pot in street igniting 

Vaseline, etc., igniting on stoves, etc » 

Vitriol, acids, ipirits, etc., and carboys breaking, or vapor igniting 

Workmen, tenants and others burning rubbish in fire-places incompleted 




Brooklyn and Quvbns. 



ai 
a 

M 

J2 



30 
2 

66 

9 
18s 
53 

54 
18 

80 

xo 

36 
6 

3 
2 

98 



Loss. 



$1,075 00 

6,135 00 
6,305 00 
zas 00 

130 00 
izi,a8o 00 



78,850 00 

7,750 00 
53,810 00 
38,060 00 

69,975 00 
14,335 00 
749,177 00 
600 00 
g,SiO 00 

75 00 
60 00 
1,005 00 
10,665 00 
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Complaints and Investigations, Fire Marshal's Bureau, Bor- 
oughs OF Brooklyn and Queens, Year ending December 31, 



1901. 

Origin of Complaints. 

A guest I 

Anonymous 7 

Building Department i 

Bushwick Hospital i 

Citizens 8 

Department Buildings, Lighting and Supplies 6 

Department of Fire 55 

Fire Marshal's Bureau 38 

Germania Fire Insurance Bureau i 

Health Department 2 

Neighbors 21 

Owners 2 

Occupants 86 

State Factory Inspector i 

Tenants 20 

Taxpayer 11 

Williamsburgh Fire Insurance Co i 

Total 262 



Premises Complained of. 

Alleys I 

Apartments 18 

Bake shop 2 

Church I 

Dwellings 15 

Extension shed i 

Factories 2 

Grand Army Hall i 

Hotels 2 
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Lot vacant 5 

Metropolitan avenue public dump i 

Stoves 4 

Sheds 2 

Stables 3 

Tenements 199 

Theatres 4 

Unoccupied buildings i 

Total 262 



Causes of Complaint. 

Absence of light in hallway • 2 

Building of bonfires in yard i 

Bonfires in vacant lots i 

Boiling lard on first floor i 

" " in cellar i 

Carpenter shop (dangerous) 2 



Careless handling of oil and grease 

" use of candle in cellar , 

" " chemicals 

Cleaning compound (dangerous) 

Careless janitor 

Combustibles stored 

Clothing hanging by windows (dangerous) 

Dangerous heater 

" furnace 

" pipe through window 



chimney 3 

stove in yard 2 

stoves 3 

fence i 

pipe from stove 2 
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Dangerous elecrical appliances 7 

" grate i 

" stove-pipe through roof i 

" gasoline furnace 1 

" woodshed 1 

" hay loft I 

" fire-board 1 

" condition of cellar ] 

" drying room : 

" lumber-pipe ] 



Defective flues 21 

" hot air pipes i 

" building i 

" ovens 2 

" heating apparatus i 

Excelsior in cellar 3 

Erected frame sheds within fire limits 2 

Excessive quantity of hay an'd straw 2 

Foul chimney 7 

Frame stable 2 



Flue cut through wall to adjoining house 

Fireworks in cellar 

" stored in store 

Gas meters shut off at night 

Hay stored in cellar : 

" in loft (dangerous) 

Hot ashes on roof 

Hall door locked, no key provided 

Kerosene oil leaking through floor 

" " stove in cellar 

" " lamp (large) hanging outside building 

Locking exits 

Loose paper and rubbish 

Manufacture of nitroglycerine and dynamite 
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No fire-escape i 

No ladder leading to roof •• 2 

Obstructed hall 9 

Oils and rubbish stored in cellar i 

Obstructed fire-escapes 91 

Paints stored in cellar 2 

Partition in cellar (dangerous) i 

Public dump (dangerous) i 

Rubbish in vacant house i 

" in cellar 16 

" in store 2 

" in yard 5 

" on roof I 

" in air shaft i 

" stored against building • . i 

" in vacant lot (dangerous) 3 

" in building i 



" in carpenter-shop (dangerous) i 

" in barrels i 

Smoke from adjoining house i 

Stoves overheated i 

Storage of benzine i 

Spite fence 4 

Storage of hay i 

" empty oil barrels i 

" paints in cellar i 

" boxes (dangerous) i 

Smoky furnace i 

Sparks from smoke stack i 

Scuttle lock I 

Threat to set fire to i 

Violation of fire limit laws i 



Total 



262 
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Recapitulation. 

Referred to Department of Buildings 14 

" " " " Health 3 

" " Bureau of Combustibles 5 

Complied with 199 

No cause for complaint 41 



Total 262 



Hospital and Training Stables. 

Horses on hand December 31, 1900 409 

Purchased during 1901 49 



458 

Sold during the year 34 . 

Died during the year 12 

46 

Total on hand December 31, 1901 412 



Number of cases treated for various diseases 135 



Deaths and Causes. 

Jan. I. No. 476 ~ Injuries received while being driven to fire. 

Mar. 8. No. 9 ~ Unknown. 

" 16. No. 475 一 Injuries received while being driven to fire. 

June 12. No. 597 一 Inflammation of brain. 

July 2. Xo. 449 ~ Broken leg, destroyed. 

Aug. 9. No. 12 ― Pneumonia. 

" 22. No. 320 ~ Inflammation of bowels. 

" 29. No. 681 一 Unknown. 

Sept. I. Xo. 16 ~ Inflammation of bowels. 

Oct. 19. Xo. 446 ~ Influenza. 

Nov. 6. No. 165 一 Introsusception. 

" 23. No. 1 1 — Broken leg, destroyed. 
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Contracts Awarded for Apparatus, Hose, etc., on Account of 



Appropriation of 1901. 
New Apparatus, 

Feb. 16 ~ 6 hose wagons $5,640 00 

Mar. 14 — I aerial hook and ladder truck 4,950 00 

May II — 3 third size steam fire engines 15,150 00 



New Hose, 

Apr. 2 一 5,ooo feet 2^ -inch fabric $3,775 00 

May 27 ~ 4,000 " I -inch rubber 2,000 00 

July 12 一 5,ooo " 23<2-inch wax and gum treated 5,000 00 

Dec. 26 ~ 7,000 " 2% -inch wax and gum treated 7,000 00 



Fuel. 

Mar. 27 一 2,ooo tons anthracite coal $8,760 00 

" 15 ― i6o " cannel coal 1,840 00 

Sept. 5 — 1,500 " anthracite coal 6,960 00 



Forage. 

Jan. 18 一 Hay, straw, oats, etc $10,006 00 

Apr. 23 一 Hay, straw, oats, etc 10,311 00 

July 30 ~ Hay, straw, oats, etc 9,083 00 

Oct. 22 一 Hay, straw, oats, etc 9,081 50 



Fire Alarm Boxes, etc. 

Mar. 2 一 25 fire signal boxes and 25 keyless doors. . . . $4,125 00 

Oct. 2 ― 40 miles telegraph wire 2,766 72 

Dec. 26 ~ 12 fire signal boxes and 12 keyless doors 1,980 00 



Repairs, etc" Under Contract, 

Mar. 29 ~ Rebuilding engine, regular No. 295 $2,600 00 

July 10 ~ Rebuilding engine, regular No. 2,305 2,190 00 

Nov. 14 一 Repairs to fire-boat, Engine 123 4,294 00 
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Bond Issue. 

During the year 1901 there became available the proceeds of a bond 
issue, amounting to $256,161.31, for the acquisition of new sites and the 
erection of new buildings, pursuant to section 48 of the Greater New 
York Charter. This sum will permit of the procurement of sites and the 
erection of new apparatus houses in localities which stand greatly in need 
of increased fire protection. 



Repair Shops. 

Extensive Repairs, 

To engines 43 

To hose wagons 18 

To hook and ladder trucks 21 

To Chiefs' wagons 30 

To shop wagons 5 

To telegraph wagons 3 

Ordinary Repairs. 

To engines 326 

To hose wagons 165 

To hook and ladder trucks 144 

To Chiefs' wagons loi 

To shop wagons 22 

To telegraph wagons 33 

To harness hangers 94 

To hames for horse collars 69 

To fire extinguishers 33 

To shut-off nozzles 22 

To play pipes 15 

To hose for fire extinguishers 83 



13 
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Repairs by Wrecking Force. 

To engines 17 

To hose wagons 7 

To hook and ladder trucks ：…. lo 

1,382 pieces, such as box strips, clamps, backs for fire-alarm boxes, 
etc., were made, during the year, for the Fire-alarm Telegraph Branch. 

. Repairs Made at Company Quarters. 

To buildings, extensive 57 

To buildings, ordinary 85 

To plumbing, extensive 40 

To plumbing, ordinary 70 

To painting, extensive 26 

To tinning, extensive 11 

Roofs repaired • 67 

Roofs painted 68 

Floors caulked 20 

Large doors made and put up (pairs) 3 

Small doors made and put up (pairs) 13 

Maple stall platforms, new iii 

Maple stall gratings, new 70 

Step ladders, new 11 

Skylight, new i 

Glass put in (lights) 531 

Kosmocrete relaid (feet) 1,975 

Coping reset ( feet ) 1,150 

Brick walls and chimneys rebuilt (feet) 1,250 

Galvanized iron leaders made and put up 16 

Galvanized iron chimney tops 16 

Galvanized iron ash buckets 21 

Zinc stove fenders 4 

Stove platforms made and put up 4 

Stove-pipe made and put up (joints) 800 
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Oil cans, new * 42 

、 Lamps repaired 103 

Oil cans, repaired 51 

Pipe nozzles, repaired 32 

Stoves put up II 

Paint Shop, 

Engine wheels painted 216 

Hose wagon wheels painted 222 

Hook and ladder wheels painted 144 

Chiefs' and light wagon wheels painted 120 

Engines touched up and varnished 55 

Hose wagons touched up and varnished 45 

Hook and ladders touched up and varnished 23 

Chiefs' wagons touched up and varnished 27 

Chiefs' and light wagons painted, complete 28 

Numbers on apparatus, repainted 62 

Pieces of apparatus, etc., as shaft poles, even bars, axles, springs, 

ladders, etc., painted or touched up 1,718 

Harness Shop. 

New pieces made 1,650 

Pieces repaired 1,064 

Hose Shop. 



330 length of hose, 18 suctions and 22 hydrant connections were 
repaired during the year. 
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Buildings, etc., Occupied by or Under the Control of the Fire 
Department, Boroughs of Brooklyn and Queens. 

Headquarters ~ Office of the Deputy Commissioner, Deputy Chief of 
Department, Fire Marshal, Assistant Inspector of Combustibles, Fire 
Alarm Telegraph, Central Office, Medical Officers, Nos. 365-367 Jay 
street. 
Engine 



01， 


No. 


1238 Fourth avenue. 


02, 


No. 


201 Van Brunt street. 


03, 


No. 


533 Hicks street. 


04， 


No. 


299 Degraw street. 


05, 


No. 


160 Pierrepont street. 


06, 


No. 


189 Pearl street. 


07, 


No. 


247 Pearl street. 


08, 


No. 


227 Front street. 


09, 


No. 


159 Graham street. 


10, 


No. 


160 Carlton avenue. 


II, 


No. 


166 Clymer street. 


12, 


No. 


136 Wythe avenue. 


13, 


No. 


137 Powers street. 


14， 


No. 


231 Herkimer street. 




No. 


88 India street. 


16， 


No. 


II Scholes street. 


17， 


No. 


940 DeKalb avenue. 


18, 


No. 


650 Hart street. 


19, 


No. 


735 Dean street. 


20, 


No. 


532 Eleventh street 


21, 


No. 


163 South Second street. 


22, 


No. 


836 Quincy street. 


23, 


Dock, foot Main street.* 


24, 


Nos. 153-155 Furman street.* 


25， 


No. 


657 Liberty avenue. 


26, 


No. 


409 State street. 


27， 


No. 


979 Herkimer street. 


28, 


No. 


178 Thirty-ninth street. 



197 



Engine 129, No. 246 Frost street. 

30, No. 59 Ellery street. 

31, No. 1772 Eastern parkway.* 

32, Dock, foot North Eighth street. * 

33, No. 243 Hull street. 

34, No. 1472 Bergen street. 

35, No. 206 Monroe street. 

36, Liberty avenue, near Market street. 

37, No. 55 Morgan avenue. 

38, No. 176 Norman avenue. 

39, No. 395 Fourth avenue. 

40, Prospect avenue, near Greenwood avenue. 

41, Bay Ridge, near Second avenue. 

42, Fifth avenue, near Ninety-second street. 
43， Eighteenth avenue, near Eighty-sixth street. 

44, West Fifteenth street and Surf avenue. 

45, West Eighth street and Surf avenue.* 

46, East Twenty-third street and Voorhees avenue.'' 

47, Sixtieth street and New Utrecht avenue. 

48, Church, near Bedford avenne. 

49, Rogers avenue, near Mid wood street. 
50， Lawrence, near Second avenue.* 

51, Wallabout Market. 

52, No. 621 Central avenue. 

53， Eighty-sixth street, near Twenty-fourth avenue. 

54, Town Hall, Gravesend. 

55, Rogers avenue, near Avenue F. 

57, Rockaway, near Flatlands avenue.* 

58, No. 105 Jackson avenue, Long Island City.* 

59, No. 71 Gale street, Long Island City. 

60, No. 692 Vernon avenue, Long Island City.* 

61, No. 231 Radde street, Long Island City.* 

62, Nos. 78-80 Main street, Long Island City. 

63, No. 354 Flushing avenue, Long Island City.* 
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Hook and Ladder 51， No. 199 Van Brunt street. 
" 52, No. 894 Bedford avenue. 

" 53, No. 183 Concord street. 

" 54, No. 181 South Third street. 

55, No. 648 Pacific street. 

56, No. 124 Greenpoint avenue. 

57, No. 40 New Jersey avenue. 
" 58, No. 112 Siegel street. 

" 59, No. 633 Fourth avenue. 

" 60, No. 264 State street. 

" 61, No. 399 Halsey street 

" 62, No. 1171 Madison street. 

" 63, Rogers avenue, near Midwood street. 

" 64, Fifth avenue, near Fifty-second street. 

•' 65, No. 178 Seventh street, Long Island City.* 

" 66, No. 443 Buckley street, Long Island City.* 

" 67, No. 356 Flushing avenue, Long Island City.* 

" 68, Nos. 365-367 Jay street. 

" 69, Wallabout Market. 

Chemical Engine i, No. 712 Driggs avenue. 
Water Tower i, No. 124 DeKalb avenue. 
Repair Shops, St. Edwards and Bolivar streets. 
Training Stables, etc., St. Edwards and Bolivar streets. 
Coal Depot, No. 274 Hicks street. 

" No. 127 North First street. 

Bell Tower (rear lot), North First street and Bedford avenue. 
Lot adjoining Repair Shops, St. Edwards near Bolivar street.* 
Lot north side Myrtle avenue, about 100 feet east of North Elliott 
place. 

Lot adjoining quarters of Hook and Ladder 59. 
Lot adjoining quarters of Engine 136. 



Locations marked thus ♦ are leased by the Department ； all others are City property. 
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